SEE WHAT'S NEW INSIDE . . . 

Look what's new at C&K CLAYTON DIVISION! See the pages noted below for 
complete information on these and other NEW MODELS AND OPTIONS. 




VALUE ADDED FEATURES 

Actuators and frames may be custom marked with letters, numbers and a wide 
variety of symbols and legends. Special designs are no problem. Wire leads, 
harnesses, connectors, LED's, special designs and other value added features make 
installation and assembly easier and less costly. Consult factory with your needs. 
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'C&K' and 'The Primary Source Worldwide' are registered trademarks of C&K Components, Inc. 



© C&K Components, Inc. 1989 



INTRODUCTION 

Welcome to the new C&K CLAYTON DIVISION SWITCH CATALOG! Many new models and options, plus a 
new, easier-to-use format make this our biggest and best catalog yet. Most switch series shown have complete 
order numbers for selected standard models, or create your own model from options provided. See HOW TO 
ORDER information following each series. 

OTHER SWITCH CATALOGS AVAILABLE 

C&K Components, Inc., Newton Division, manufactures a complete line of miniature and subminiature 
toggle, rocker, lever handle, pushbutton, slide, rotary, thumbwheel, DIP, membrane and solid state switches. 
See inside back cover of this catalog for more information and a free reply card to get a NEWTON DIVISION 
SWITCH PRODUCTS CATALOG, or call (617) 964-6400. 

C&K/Unimax, Inc. manufactures a full line of snap-acting, metal cased and illuminated switches. See inside 
back cover of this catalog for more information and a free reply card to get C&K/UNIMAX SWITCH PRODUCT 
information, or call (203) 269-8701. 



AGENCY LISTINGS 

Most C&K switches are available with UL and CSA listing, when ordered with G (gold over silver) or Q 
(silver) contact material. Note that B (gold) contact material is not listed because UL and other agencies 
consider listing only those components suitable for power applications. B contact material is used in low 
power and 'dry circuit' applications only, i.e., where no arcing occurs during switching ( 0.4 VA max. @ 20 V 
AC or DC max.). 

Some switches are UL listed automatically when ordered with the appropriate contact material (examples: 
Y-Series, C-Series, S-Series). Most UL listed models are also available with CSA listing. See appropriate 
switch sections for specific contact material and rating information and ordering instructions. 

AVAILABLE LISTINGS 

UL All series (except M, JT, & MP) with all options are listed when ordered with G or Q contact 

material. See 'CONTACT MATERIALS', this page. 

CSA Most Y, H, YU, R, F, V, S, L, C, D, DM, J, K, & A models are CSA listed when ordered with 
G or Q contact material. See 'CONTACT MATERIALS', this page. 

VDE Some YU, V, C and D series models are VDE listed. See the appropriate switch section for more 
information. 

UL File No.: E42363 SEV File No.: 81 .1 162.01 

CSA File No.: LR49546, Clayton, N.C. SEMKO File No.: 43-631 18/1-6 
VDE File No.: 8869-4401 



At C&K, we are continuously upgrading our agency certifications, and new models and options are being 
added. If the listing you require does not appear, consult factory with your needs. 



CONTACT MATERIALS 

Y H, A, P, R, F, S, L, JA and KM Series switches are available with all 3 of the following contact materials 
(all other switch series are available with one or two contact material choices. See each switch section for 
complete information): 

B DRY CIRCUIT RATED- 0.4 VA max. @ 20 VAC or DC max. Material: copper or brass, with gold plate over 
nickel plate. 

Q POWER RATED- Ratings from 350 mA to 15 AMPS @ 125 VAC available. See switch sections for 

applicable ratings and available agency listings. Material: copper or brass, silver plated. 
G POWER OR DRY CIRCUIT RATED- Equivalent to both B and Q contact materials. Advantageous where 
either dry circuit or power conditions are encountered. However, when the dry circuit rating is exceeded, 
the gold plating is removed from the contact interface and the switch cannot then be used in dry circuits. 
This option should be specified where UL or CSA listing is required on a switch used in a dry circuit 
application. See switch sections for applicable ratings and available agency listings. 
Material: copper or brass, with gold plate over nickel plate over silver plate. 
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NEW PRODUCTS, VALUE ADDED INFORMATION 2 

INTRODUCTION, AGENCY LISTINGS, ORDERING INFORMATION, 

OTHER C&K CATALOGS 3 



SECTION I 

SWITCH LOCKS 



" ■ " Jx Y SERIES 4 & 5 Tumbler Switchlocks 




7 thru 15 



Y SERIES Tubular Switchlocks 16 thru 17 



- * H SERIES Power Switchlocks 18 thru 23 

-4 



A SERIES Switchlocks 24 thru 31 



L YU SERIES Switchlocks with Snap-acting Switches 32 thru 35 



^ P SERIES Plastic Switchlocks 



iZ$ ] M SERIES Half-inch Rotary Switchlocks 

MM 



36 thru 37 



38 thru 40 



SPECIAL SWITCHLOCKS 41 
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INDEX 

SECTION n 

ROTARY / SLIDE / ROCKER / LEVER / PUSHBUTTON SWITCHES 



A SERIES 

Rotary Switches 



43 thru 47 



H SERIES 

Power ROTA-SLIDE® Rotary 
Switches 48 thru 49 



R SERIES 

ROTA-SLIDE® Rotary 

Switches 50 thru 53 



F SERIES 

Miniature ROTA-SLIDE® Rotary 
Switches 54 thru 57 



V SERIES 

Power & Line Voltage Select 
Slide Switches 58 thru 61 



S SERIES 

Slide Switches 



62 thru 67 



L SERIES 

Miniature 
Slide Switches 



68 thru 73 



C SERIES 

Power Rocker 
Switches 



74 thru 77 



» 



D SERIES 

Miniature Power 
Rocker Switches 



78 thru 81 




DM SERIES 

Miniature DP Power Rocker 
Switches 82 thru 83 



I 



JA SERIES 

Rocker Switches 



84 thru 85 



m 



JT SERIES 

Miniature Lever Handle 

Switches 86 




MP SERIES 

Mechanical Pushbutton 

Switches 87 thru 89 



* 



KM SERIES 

Pushbutton 
Switches . . 



90 thru 92 



SPECIAL SWITCHES 93,94 



OTHER C&K SWITCH 

PRODUCTS 

AND CATALOGS 



SEE REPLY CARD 
INSERT— INSIDE 
BACK COVER 
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Y Series 



4P 



STAINLESS STEEL 

luck finish am 

mir^EL PLATED KE'rS 5TD. 



4 and 5 Tumbler Switchlocks 




SPECIFICATIONS 

CONTACT RATING: 4 AMPS @ 125 V AC or 28 V 

DC; 2 AMPS @ 250 V AC (UL/CSA). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
CONTACT RESISTANCE: Below 10 milliohms 

typ. initial @ 2-4 V DC, 100 mA, for both 

silver and gold plated contacts. 
INSULATION RESISTANCE: 10 s ohms min. 
DIELECTRIC STRENGTH: 1 ,000 V RMS min. @ 

sea level. 

INDEXING: 45° or 90°— 2-4 positions. Other 

functions avail., consult factory. 
STATIC RESISTANCE: ANTI-STATIC 

MODELS exceed 20 KV DC static 

resistance @ sea level, lock body to 

terminals. 



MATERIALS 



LOCK: Zinc alloy with stainless steel facing, std 

black and nickel plated finishes also avail. 4 

and 5 tumbler mechanisms avail. 
KEYS: Nickel plated brass, with code no. 
SWITCH HOUSING & TOP PLATE: Glass filled 

polyester (UL 94V-0). 
CONTACTS: Copper, silver plated (Q cont. mat'l.). 
TERMINALS: Copper, silver plated (Q cont. mat'l.). 
MOUNTING NUT: Zinc alloy or steel, nickel or 

bright zinc plated. 
MOUNTING CLIP: Steel, nickel or bright zinc 

plated. 

DRESS NUT: Brass, nickel plated. 



NOTE 

Specifications and Materials listed above are general specifications for switches with standard options. 
See option sections for additional information. Specifications available for specific models, consult 
factory. 



INTRODUCTION 

Available options for Y SERIES SWITCHLOCKS are shown on pages 7 thru 15. Typical models are shown below. Make selections 
from the following option sections: Models/Switching & Lock Function, Keying, Lock Types, Lock Finishes, Terminations, Mounting 
Styles/Lock Styles, Contact/Terminal Materials and (if desired) Epoxy Terminal Seal. Each section begins with the ordering format, 
with the appropriate boxes enlarged. Complete HOW TO ORDER information is on page 15. UL/CSA listed with all options when 
ordered with G or Q contact material. 01 terminations, UL listed only. 





OPTIONAL KEY 



KEY CODE NO. 
STAMPED THI5 
SIDE, LOGO 
ON OPPOSITE 
SIDE 



TYPICAL MODEL— B AND C LOCK TYPE 
3-5 TUMBLER \ 
-4 TUMBLER WITH ADDED DETENT/ 



( B - ! 
\C-A 




-.316 
C8.03) 



.224 TYP. 
CS.69) 



.625 DI A. 
CI S, 880) I 

.700 D I A . 
| (17,78(5) 



3/4-24 UNS THD. 

NUT INCLUDED STD., 
CLIP AVAILABLE. 




TERM. N0S. 
MOLDED ON HOUSING 



*STD. STAINLESS STEEL FACING SHOWN. FINISH OPTION 
SELECTED MAY AFFECT THESE DIMS. — SEE P. 12. 

MODEL SHOWN: Y-100-13-2-B-2-03-N-Q 
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tE&mW SINLESS 5TEEI 

Y Series tSv LQ ^ ™ 15H & m 

V* NICKEL PLATED ¥\ 

a 



5TD. 



4 and 5 Tumbler Switchlocks 



H | l ooomooo 



MODELS/SWITCHING AND LOCK FUNCTION 

(See legend, below) 



LOCK 
CONFIGURATION 
(AS VIEWED FROM KEY END) 


MODEL NO 
NO. POLES 


CONNECTED TERMINALS 
(See terminal locations below.) 


KEY PULL 
POSSIBLE 

THESE 
POSITIONS 


POS. 1 


POS. 2 


POS. 3 


POS. 4 


POS. 5 


POS.l 

<f> , 2 45° 

INDEXING 


Y100-13 SP 
Y200-13 dp 


8-1 

8-1 ,4-5 


1-2 

1 _2,5-6 


2-3 

2-3,6-7 






POS.l 


POS.l 
T « 2 

INDEXING 

1 ®3 


Y100-1C sp 
Y200-1C dp 


8-1 

8-1,4-5 


1-2 

1-2.5-6 


2-3 

2-3,6-7 






POS. 3 


POS.l 
® 2 45 ° 

INDEXING 

' ®3 


Y100-1U SP 
Y200-1U dp 


8-1 

8-1,4-5 


1-2 

1-2.5-6 


2-3 

2-3.6-7 






P0S.1 
POS. 3 


POS.l 

3. ® 2 45 ° 

V INDEXING 


Y1 00-82 sp 
Y200-82 DP 


8-1 

8-1,4-5 


1-2 

1-2,5-6 


7-8 

7-8,3-4 






POS.1 


POS.l 

INDEXING 


Y100-AA SP 
Y200-AA DP 


8-1 

8-1,4-5 


1-2 

1-2,5-6 


7-8 

7-8,3-4 






P0S.1 
POS. 2 
POS. 3 


POS.l 

f ^ «' 
I INDEXING 

®4 


Y100-AB sp 
Y200-AB dp 


8-1 

8-1,4-5 


1-2 

1-2,5-6 


2-3 

2-3,6-7 


3-4 

3-4.7-8 




P0S.1, POS. 2, 
POS. 3, POS. 4 


POS.l 

<$> 90° 

INDEXING 


Y101-13 sp 
Y201-13 DP 


8-1 


1-3 








P0S.1 


POS.l 

T 90° 

INDEXING 

1 ®2 


Y101-1C sp 
Y201-1C dp 


8-1 

8-1,4-5 


1-3 

1 -3,5-7 








P0S.2 


POS.l 
<9 90° 

INDEXING 

1 ® 2 


Y101-1U sp 
Y201-1U dp 


8-1 

8-1,4-5 


1-3 

1-3,5-7 








POS 1 
POS"2 


1 
3 • 


P 90° 

INDEXING 

• 2 


Y141-73 sp 


7-1 


1-3 


6-7 






P0S.1 


POS.l 

• 90° 

INDEXING 

3® ®2 


Y141-7C sp 


7-1 


1-3 


6-7 






P0S.2 
P0S.3 


1 
3® 


90° 
INDEXING 

®2 


Y141-7U sp 


7-1 


1-3 


6-7 






P0S.1 
POS. 2 
POS.3 



LEGEND: . = Detent positions (45° or 90°). 

® = Key pull possible in these positions, 
or ® = Stop positions. 



r? 



AVAILABLE OPTION COMBINATIONS 



•-.540- 

(13,72) 




(8,03) 

SWITCH HOUSING 

Terminal nos. molded on bottom of 
housing. Switch housing configuration 
varies with Model/Switching Function 
option selected. Housing shown for all 
models except Y190-XX. 



MODELS 


LOCK TYPES 


TERMINATIONS 


MTG./LOCK STYLES 


A 


B 


C 


N 


P 


R 


01 


02 


03 


07 


WC 


N 


D 


R 


L 


S 


T 


YXOO-13 


• 


• 




• 


• 


























YX00-1C 


• 


• 




• 


• 


























YX00-1U 




• 






• 




















• 






YX00-82 




• 






• 


























YXOO-AX 




































YX01-13 




• 






• 


























YX01-1C 




• 






• 


























YX01-1U 




• 






• 




















• 






Y141-XX 




• 






• 



























INDICATES AVAILABI 



E OPTION COMBINATION 
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C^Ty Series 



STjSINLEM STEEL 
LOCK F1N15H MC 
WirhEL PLATED KE^5 STD. 



4 & 5 Tumbler 
Momentary Switchlocks 



}ooocoooa 



MODELS/SWITCHING AND LOCK FUNCTION CONT. 

MOMENTARY MODELS (See legend, below) 



LOCK 
CONFIGURATION 
(AS VIEWED FROM KEY END) 


MODEL NO. 
NO POLES 


CONNECTED TERMINALS 

(See Terminal locations, page 8.) 


KEY PULL 1 
POSSIBLE 

THESE 
POSITIONS 


POS. 1 


POS. 2 


POS. 3 


POS. 4 


POS. 5 


P0S.1 
® k 2 45° 

T > INDEXING 
Y MOMENTARY 


Y108-12 sp 
Y208-12 dp 


8-1 

8-1,4-5 


1-2 

1-2,5-6 








POS.1 


POS.l 

3 ® . 2 45° 
«. > INDEXING 
\y MOMENTARY 


Y108-82 sp 
Y208-82 dp 


8-1 

8-1,4-5 


1-2 

1-2,5-6 


7-8 

7-8,3-4 






POS.l 


POS.l 

®. > INDEXING 
\y MOMENTARY 


Y108-AD sp 
Y208-AD dp 


8-1 

8-1,4-5 


1-2 

1-2,5-6 


7-8 

7-8,3-4 






POS.l 
POS. 3 


POS.l 

J. ® .2 45° 
°< > INDEXING 
\/ MOMENTARY 


Y108-AH SP 
Y208-AH DP 


8-1 

8-1,4-5 


1-2 

1-2,5-6 


7-8 

7-8,3-4 






POS.l 


POS.l 

<8l > INDEXING 
\/ MOMENTARY 


Y108-AJ sp 
Y208-AJ dp 


8-1 

8-1,4-5 


1-2 

1-2,5-6 


7-8 

7-8,3-4 






POS.3 



NON-ANTISTATIC (A LOCK TYPE) 



ANTISTATIC (N LOCK TYPE) 




.498 * 
(12,65) 




n 




h« .998 * » 

(25,35) 
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YX08-12 MOMENTARY MODELS 



NON-ANTISTATIC (A LOCK TYPE) 



ANTISTATIC (N LOCK TYPE) 






YX08-82 AND YX08-AX MOMENTARY MODELS 



SWITCH HOUSING 

Terminal nos. molded on bottom of housing. See p. 8. for bottom view of switch housing. 

•DIMS. SHOWN FOR MODELS WITH STD. STAINLESS STEEL FACING, FINISH OPTION 2. 
FINISH OPTION SELECTED MAY AFFECT THESE DIMS.— SEE LOCK FINISHES SECTION, P. 12. 



AVAILABLE OPTION COMBINATIONS 



LEGEND: t = Momentary position (45°). 

• = Detent positions (45° or 90°). 

© = Key pull possible in these positions. 

J or | or ® = Stop positions 



MODELS 


LOCK TYPES 


TERMINATIONS 


MTG./LOCK STYLES 


A 


B 


C 


N 


P 


R 


01 


02 


03 


07 


WC 


N 


D 


R 


L 


S 


T 


YX08-12 


• 


• 




• 






• 


• 


• 




• 


• 


• 


• 




• 


• 


YX08-82 


• 






• 






• 


• 


• 




• 


• 


• 


• 








YX08-AX 


• 






• 






• 


• 


• 




• 


• 


• 


• 









• INDICATES AVAILABLE OPTION COMBINATION 
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GJH[ Y Series 



STflinilE55 5TEEL 

Lorirt Fimi5H mid 

NirKEL PLATED KE^ 5TD. 



4 & 5 Tumbler Switchlocks 
with Common Term. 



MODELS/SWITCHING AND LOCK FUNCTION CONT. 

MODELS WITH COMMON TERMINAL (See legend, below) 



LOCK 
CONFIGURATION 
(AS VIEWED FROM KEY END) 



MODEL NO. 
NO POLES 



CONNECTED TERMINALS 
(See terminal locations below.) 



POS. 1 



POS. 2 



POS. 3 



POS. 4 



POS. 5 



KEY PULL 
POSSIBLE 

THESE 
POSITIONS 



i.1 



90" 
INDEXING 



Y190-73 



P0S.1 



POS.l 

3® ®2 



90" 
INDEXING 



Y190-7C SP 



P0S.2 
P0S.3 



90" 

INDEXING 



Y190-7U SP 



C-2 



POS.l 
P0S.2 
P0S.3 



P0S.1 ® 
4 • • 2 

3® 



90 
INDEXING 



Y190-01 



POS.1 
P0S.3 



POS.l • 

90° 

4® ®2 INDEXING 

3 • 



Y190-0A SP 



P0S.2 
POS. 4 



POS.l ® 
4® ®2 



90" 
INDEXING 



Y190-OS SP 



POS.1.POS.2, 
P0S.3.POS.4 



LEGEND: . = Detent positions (90°) 

© = Key pull possible in these positions 
or ® = Stop positions 



r? 

C = Common Terminal 



I— .620- 
(15,75) 



C(C0MM0N TERM.) 



AVAILABLE OPTION COMBINATIONS 




MODELS 


LOCK TYPES 


TERMINATIONS 


MTG./LOCK STYLES 


A 


B 


C 


N 


P 


R 


01 


02 


03 


07 


WC 


N 


D 


R 


L 


S 


T 


Y190-XX 





































' INDICATES AVAILABLE OPTION COMBINATION 



(11,07) 

SWITCH HOUSING 

Terminal nos. for reference only. Switch housing configuration 
varies with Model/Switching Function option : 
Housing shown for all Y190-XX models. 



MOUNTING 

PANEL MOUNTING 



+ 



.760 DIA. 
(I9,30(if) 




(ALL MODELS) 

PC. MOUNTING 



t— .640 —I 
(16,26) 

FOR MODELS 
WITH N, D, S OR T 
MOUNTING STYLES 



I .760 DIA. 
r (19,30!?) 

U— .710— 
(18,03) 

FOR MODELS WITH 
R OR L MOUNTING 
STYLES 




LOCK TYPE 


MTG. STYLE 


PANEL THICKNESS 
1,4 LOCK FINISHES 


PANEL THICKNESS 
2,8,FLOCK FINISHES 


A, N 

4 tumbler models 


NUT 


.125 (3,18) max. 


.105(2,67) max. 


CLIP 


.085-. 105 (2,16-2,67) 


.065-.085 (1,65-2,16) 


B, C, P, R 
4 & 5 tumbler models 


NUT 


.215 (5,46) max. 


.195 (4,95) max. 


CLIP 


.085-.105 (2,16-2,67) 


.065-.085 (1,65-2,16) 
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C^Ty Series ^ 



SrfllNLE55 STEEL 
r LOW FINISH £(\JC 

ryir^EL plated ke^s std. 



4 and 5 Tumbler Switchlocks 



rmi mQxHimoa 



KEYING 



NICKEL 
PLATED 
KE75 



OPTION CODE NO. 


NO. KEYS 


KEY CODE STAMPED ON LOCK 


ORDER KEYED ALIKE 


2|STD )' 


2 


NO 


YES 


3 


1 


NO 


YES 


6 


2 


YES 


YES 


7 


1 


YES 


YES 



For more than one key code, master keying, replacement keys, or other special features, consult factory. 

"Std. keying features include two nickel plated brass keys ringed together, no key code no. on face of lock, all switchlocks supplied with 
the same key code. 



4 tumbler lock 



.237 - 
(6,02) 




LOCK TYPES 



B 



.237 — I 
(6.02) 



.912 OIA. 
(23,1 60) 



5 tumbler lock 
(added security, 
more key codes 
avail., consult 
factory). 

4 tumbler lock, 
with added detent 
mechanism in 
lock (Std.). 
(Recommended for 
low level or dry 
circuit switching). 



"Dims, shown for models with std. stainless steel facing, finish option 2. Finish option selected may affect these 
dims.— see LOCK FINISHES section, p. 12. For complete lock and switch dimensions, see p. 7. 

SHORT ANTI-STATIC LOCK TYPES 

U.S. Pat. No. 4,639,562 

Exceeds 20 KV DC Static Resistance @ Sea Level, Lock Body To Terminals. 



I— .595— « 
(15,11) 



.340 h»- 

(8.64) r 



- .316 
(8,03) 



N 



4 tumbler lock with 
ANTI-STATIC 
SWITCH. 



.237 
(6,02) 




.237 
(6,02) 



r 5 tumbler lock with 
ANTI-STATIC 
SWITCH. 

R 4 tumbler lock, with 
added detent 
mechanism in lock 
and ANTI-STATIC 
SWITCH. 

(Recommended for 
low level or dry 
circuit switching). 

"Dims, shown for models with std. stainless steel facing, finish option 2. Finish option selected may affect these 
dims.— see LOCK FINISHES section, p. 12. For complete lock and switch dimensions, see p. 7. 



AVAILABLE OPTION 
COMBINATIONS 




LOCK 
TYPES 


MTG ./LOCK STYLES 


N 


D 


R 


L 


S 


T 


A 














B 










• 


• 


C 














N 














P 










• 


• 


R 















• INDICATES AVAILABLE OPTION COMBINATION 
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Y Series 



5Tdi[\ILE55 STEEL 

lor* Firuisw «ar\jo 



STD. 



4 and 5 Tumbler Switchlocks 



LOCK FINISHES 

1 Nickel 2 Stainless Facing (Std.)* 4 Polished Nickel 8 Gloss Black F High Gloss Nickel Plated Facing* 








Not available with L, R, S or T mounting styles. 



LOCK DIMENSIONS 

Lock dimensions can vary with finish option selected. See chart. 



r 



FINISH 
OPTIONS 


DIMS. 




X 


, Y . 


'Z' 


1,4 


.880 
.880 


.270 
.360 


.220 
.220 


- A & N LOCK TYPES 

- B, C, P & R LOCK TYPES 


2,8,F 


.912 
.912 


.250 
.340 


.237 
.237 


- A & N LOCK TYPES 

- B.C, P&R LOCK TYPES 



Note: Dims, shown for N, D Mounting Styles/ 
Lock Styles. Dims, for R, L, S, T 
Mounting Styles/Lock Styles do not 
vary with Finish Option selected, see 
p.13 and 14. 



AVAILABLE OPTION 
COMBINATIONS 



FINISHES 


MTG./LOCK STYLES 


N 


D 


R 


L 


S 


T 


1 






• 


• 


• 


• 


2 


• 


• 










4 






• 


• 


• 


• 


8 














F 


• 


• 











• INDICATES AVAILABLE OPTION 
COMBINATION 



ptttt toooc H I \ aaa 



TERMINATIONS 



01 

ir~\ r — .062 
.224TTlf(l,57) 

(5 |4h 

f -WW— .028 
.080-»J U-(0,71) 
(2.03) 

.020 THK. 
(0.51) 

01 terminations, 
UL listed only. 



02 1 



.210 -v 
(5.33)1 



.080 
(2.03) 



02** 

.170 i 
(4.32) t£~\ 



044 

1 

U-.050 

(1.27) 

.020 THK. 
(0,51) 

tNot available on 
Y190-XX models. 



03 



j r"\ i — .085 
■ 2T4TTT (2.16) 
(5,69) t 1 — 



07 



WC 



•-.050 

(1.27) 

.020 THK. 
(0,51) 

"Available only on 
Y190-XX models. 




-.046 

.080-W k*(1.17) 

(2,03) 

.020 THK. 
(0,51) 



.184—3, . 
(4.67,-1^. 



068 

73) 



.036 

062-»J t*(0,91) 

(1.57) 

.020 THK. 
(0,51) 




Black wire std., other 
colors, gages, and 
lengths avail., consult 
factory. 



AVAILABLE OPTION 
COMBINATIONS 



TERMINATIONS 


MODELS 


YX0X-XX 


Y141-XX 


Y190-XX 


01 


• 


• 




02 


• 


• 


• 


03 


• 


• 




07 






• 


WC 


• 


• 


• 



• INDICATES AVAILABLE OPTION COMBINATION 
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Wrfm Y Series ^ S 



5Ti3ir\JLE55 STEEL 
(VlClrtEL PITTED KE^S 5TD. 



4 and 5 Tumbler Switchlocks 



MOUNTING STYLES/LOCK STYLES 



N WITH NUT* 




-3/4-24 UNS 



VI 



+ 




Nut P/N 17-505-07-00 




Clip P/N 17-505-03-00 




3/4-24 UNS THD. 
REMOVABLE DRESS NUT 




TYPICAL INSTALLATION 

Install hex nut, leaving clearance for dress nut and 
panel. From rear-of-panel place switch through 
panel cutout. Install and tighten dress nut by hand 
then tighten hex nut. Always tighten assembly 
with back-of-panel hex nut to avoid damaging 
front of panel. 



REM0VA8LE 
DRESS NUT 



HEX MOUNTING 
NUT 




LOCK TYPE 


DIMENSION 


'A' 


■B' 


A 


.518(13,16) 


.270 (6,86) 


B or C 


.615(15,62) 


.360(9,14) 



Panel mounting information, see p. 10. 
See AVAILABLE OPTION COMBINATIONS, p.14. 



(CONT'D.) 
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£*&MW rain 

Wrfl Y Series ^ 

^rr¥ T¥¥¥TfnQm 



5T^ilMLE55 STEEL 
FirulSH AND 
NICKEL PLATED KE^S 5TD. 



MOUNTING STYLES/LOCK STYLES (Cont'd) 



4 and 5 Tumbler Switchlocks 

\ 



L REMOVABLE DRESS NUT WITH LATCH PAWL* 

Patent Pending 




3/4-24 UNS THD. 

-H k— .095 (2.41) 
419 U- thk. Pawl 




FLAT ACROSS 
THREADS 



Key and latch pawl shown in Pos. 1. 
' See AVAILABLE OPTION COMBINATIONS, below. 



S SQUARE FACING, WITH MOUNTING NUT* 

T SQUARE FACING, WITH MOUNTING CLIP* \*~li% 3 i 




(24 6 °8) 



* See AVAILABLE OPTION COMBINATIONS, below. 



AVAILABLE OPTION 
COMBINATIONS 



MTG. 
STYLES 

LOCK 
STYLES 


LOCK FINISHES 


LOCK TYPES 


1 


2 


4 


8 


F 


A 


B 


C 


N 


P 


R 


N 




• 




















D 




• 




















R 


• 




• 






• 


• 




• 


• 


• 


L 


• 




• 
















• 


S 


• 




• 








• 






• 


• 


T 


• 




• 








• 






• 


• 



• INDICATES AVAILABLE OPTION COMBINATION 
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^P& MW ™lf\JLE55 STEEL 

WAY Series^ n^LpSra? 5e« std 4 and 5 Tumbler Switchlo cks 



nrTTX I>DOQCDOj \a 



CONTACT / TERMINAL MATERIALS 



CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 
RATING: 0.4 VA max. @ 20 VAC or DC max. 

CONTACTS & TERMINALS: Copper, silver plated. (Std. with all termination options.) 

RATING: 4 AMPS @ 125 VAC or 28 V DC; 2 AMPS @ 250 VAC (UL/CSA). 

CONTACTS & TERMINALS: Copper, with gold plate over silver plate. 

RATING: 0.4 VA max. @ 20 VAC or DC max. or 4 AMPS @ 125 VAC or 28 V DC; 2 AMPS 

(UUCSA). 



250 VAC 



Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 
01 terminations UL listed, all other terminations UL/CSA listed. 



prm roooomooQ 



SEALING 



(None) 

No Seal-Std. 



075 MAX. 
(1.91) 



HOW TO ORDER 

Complete the order number below by selecting the desired model no., keying, lock type, lock 
finish, termination, mounting style/lock style, and contact material options. Place the option codes 
in the appropriate boxes of the ordering format. Some boxes may be unfilled. 
(Example: mi |4|i ^{7]U\ -[3\-{cYm-m2]-m-{B\-n ). 

For epoxy terminal seal, specify 'E' in SEAL box; for no seal, leave box empty. 2 keying option, 
C four tumbler lock, 2 finish with stainless steel facing, N mounting style/lock style with nut, Q 
contact material and no epoxy terminal seal are supplied if no options are specified. 

UL/CSA listed with all options when ordered with G or Q contact material. 

Note: 01 terminations, UL listed only. 



LOCK CONT. 
TYPE TERMINATIONS MAT'L. 



KEYING LOCK 
FINISH 



MOUNTING SEAL 
STYLE/ 
LOCK 
STYLE 



AVAILABLE HARDWARE 

P/N DESCRIPTION 
17-505-07-00 Standard mounting nut 
17-505-03-00 Mounting clip 

1 7-505-02-00 Internal tooth lockwasher (not shown) 

Removable dress nuts— fit R and L mounting styles/lock styles: 
5313-00-201 Dress nut with 1 nickel finish 
531 3-00-727 Dress nut with 8 black finish 
5313-00-535 Dress nut with 4 polished nickel finish 
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Y Series 



10 



6 Tumbler Tubular Switchlocks 




MATERIALS 

LOCK: Zinc alloy with polished nickel finish, std. 
KEYS: Zinc alloy, nickel plated, with code no. 
SWITCH HOUSING & TOP PLATE: Glass filled 

polyester (UL 94V-0). 
CONTACTS: Copper, silver plated (Q cont. mat'l.). 
TERMINALS: Copper, silver plated (Q cont. mat'l.). 
MOUNTING NUT: Zinc alloy or steel, nickel or 

bright zinc plated. 
MOUNTING CLIP: Steel, nickel or bright zinc 

plated. 



SPECIFICATIONS 

CONTACT RATING: 4 AMPS @ 125 V AC or 28 V 

DC; 2 AMPS @ 250 V AC (UL/CSA). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
CONTACT RESISTANCE: Below 10 milliohms typ. 

initial @ 2-4 V DC, 100 mA, for both silver 

and gold plated contacts. 
INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. @ 

sea level. 

INDEXING: 90°— 2 positions. Other functions 

avail., consult factory. 
STATIC RESISTANCE: ANTI-STATIC MODELS 

exceed 20 KV DC static resistance @ sea 

level, lock body to terminals. 

NOTE 

Specifications and Materials listed above are general specifications for switches with standard options. 
See option sections for additional information. Specifications available for specific models, consult factory. 





.625 DIA. .700 DIA. 
(15.880) (17,780) 

L 



TYPICAL MODEL— V LOCK TYPE 
(6 TUMBLER) 



c 



KEY CODE MARKED THIS SIDE 
LOGO ON OPPOSITE SIDE 

NUT INCLUDED STD, 
CLIP AVAILABLE. 




TERM. NOS. 
MOLDED ON HOUSING 



7 



MODEL SHOWN: Y101-13-2-V-4-03-N-Q 





.625 DIA. .700 DIA. 
(15,880) (17,780) 



- KEY CODE MARKED THIS SIDE 
LOGO ON OPPOSITE SIDE 




420 DIA. 
(10.670) 



TYPICAL MODEL— W LOCK TYPE 
(6 TUMBLER, ANTI-STATIC SWITCH) 



NUT INCLUDED STD., 
CLIP AVAILABLE. 



TERM. NOS. 
MOLDED ON HOUSING 



MODEL SHOWN: Y101-13-2-W-4-03-N-Q 



300003000 MODELS / SWITCHING AND LOCK FUNCTION 



LOCK 
CONFIGURATION 

(as viewed from key end) 


MODEL NO. 
NO. POLES 


CONNECTED TERMINALS 


KEY PULL 
POSSIBLE 
IN THESE 
POSITIONS 


POS. 1 


POS. 2 


POS. 3 


POS.l 
f 90° 

INDEXING 


Y1 01 - 1 3 SP 
Y201-13 DP 


8-1 

8-1,4-5 


1-3 

1-3,5-7 




P0S.1 


POS.l 

V # 90° 

V INDEXING 

® 2 


Y101-1U SP 
Y201-1U DP 


8-1 

8-1,4-5 


1-3 

1-3,5-7 




P0S.1 / 

pos. 2 y 
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Y Series 



10 



6 Tumbler Tubular Switchlocks 



LEGEND 

For model section, previous page. 

= Detent positions (45° or 90°). 
® = Key pull possible in this position, 
j or (?) = Stop positions. 

Bottom view 
shown for clarifi- 
cation of con- 
nected terminals 
from model sec- 
tion, previous 

MOLDED ON HOUSING 




ELxnrmQoamooa 



KEYING 



2 (Std.) Two nickel plated zinc keys, ringed together, order 

keyed alike. 

3 One nickel plated zinc key, order keyed alike. 

For more than one key code, master keying, replacement keys or other special 
features, consult factory. Standard keying features include two nickel plated 
zinc keys ringed together, all switchlocks supplied with the same key code. 



EnXhLXH3QfiHn300a lock types 

V 6 Tumbler, tubular lock. 

W 6 Tumbler, tubular lock, anti-static model. 



EELXHIH30{4}moOO LOCK FINISH 



4 Polished nickel. 



rrTTi moog H | \ aaa 



TERMINATIONS 



5 'oO_. 028 

. 060 -J U-(0,71) 
(2,03) 

.020 THK. 
(0,51) 



.210 -i 
(5,33) t 





wc 




Black wire std. 
other colors, 
gages, and 
lengths avail, 
consult factory 



iWTTV TTHimigrrn MOUNTING STYLE 



N (Std.) Hex mounting nut. 
D Mounting clip. 



SUTJQ 



jooemoQo contact materials 



CONTACT / TERMINAL MATERIALS 

B CONTACTS & TERMINALS: Copper, with gold plate 
over nickel plate. 

RATING: 0.4 VA max @ 20 VAC or DC max. 
Q CONTACTS & TERMINALS: Copper, silver plated. 

(Std. with all termination options.) 

RATING: 4 AMPS @ 125 VAC or 28 V DC; 2 AMPS 

@ 250 VAC(UUCSA). 
G CONTACTS & TERMINALS: Copper, with gold plate 

over silver plate. 

RATING: 0.4 VA max. @ 20 VAC or DC max. or 4 AMPS 
@ 125 VAC or 28 V DC; 2 AMPS @ 250 VAC (UUCSA). 

Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. 
See 'CONTACT MATERIALS', p. 3. 01 terminations UL listed, all other 
terminations UL/CSA listed. 



[^rm rxHirOfjHXHjf^ 



sealing 



(None) 

No Seal-Std. 



.075 MAX. 
0.91) 



MOUNTING INFORMATION 




PC MTG 



PANEL MTG 



HOW TO ORDER 

Complete the order number below by selecting the desired model 
no., keying, lock type, lock finish, termination, mounting style and 
contact material options. Place the option codes in the appropriate 
boxes of the ordering format. Some boxes may be unfilled. (Example: 
[MHII-lTEHIHwH^ UL/CSA listed with all options 

when ordered with G or Q contact material. 01 terminations, UL 
listed only. 



MODEL NO. 



LOCK CONT. 
TYPE TERMINATIONS MAT'L. 



KEYING LOCK MOUNTING SEAL 

FINISH STYLE 



COMPONENTS, INC. 2035 Highway 70 East, Clayton, NC 27520-0687 



Tel: (919) 553-3131, Telex: 579385 Twx: 510-920-1683 
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5"raiNlE55 STEEL 

Series ts^ lock finish am 
\y nuem plated k 




KE'tS 5TD. 



Power Switchlocks 



SPECIFICATIONS 

CONTACT RATING: 12 AMPS @ 125 V AC 
or 28 V DC; 6 AMPS @ 250 V AC; 1 
AMP @ 125 V DC (UL/CSA) 

ELECTRICAL LIFE: 10,000 make-and- 
break cycles at full load. 

CONTACT RESISTANCE: Below 10 

milliohms typ. initial @ 2-4 V DC, 100 
mA, for both silver and gold plated 
contacts. 

INSULATION RESISTANCE: 10 s ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS 

min. @ sea level. 
INDEXING: 45° or 90°— 2-4 positions. 

Other functions avail., consult factory. 



Patent Pending 



MATERIALS 

LOCK: Zinc alloy with stainless steel 
facing, std.; black and nickel plated 
finishes also avail. 4 and 5 tumbler 
mechanisms avail. 
KEYS: Nickel plated brass, with code no. 
SWITCH HOUSING & TOP PLATE: 6/6 

nylon (UL 94V-2), black. 
CONTACTS: Copper, silver plated (Q cont. 
mat'l.). 

TERMINALS: Copper, silver plated (Q cont. 
mat'l.). 

CONTACT SPRING: Music wire or stainless 
steel 

MOUNTING NUT: Zinc alloy or steel, 

nickel or bright zinc plated. 
MOUNTING CLIP: Steel, nickel or bright 

zinc plated. 
DRESS NUT: Brass, nickel plated. 
LOCKING RING: 6/6 nylon (UL 94V-2), black. 

NOTE 

Specifications and Materials listed above are general specifications for switches with 
standard options. See option sections for additional information. Specifications available 
for specific models, consult factory. 



INTRODUCTION 

Available options for H SERIES POWER SWITCHLOCKS are shown on pages 19 thru 21 . Typical models are shown below. Make 
selections from the following option sections: Models/Switching & Lock Function, Keying, Lock Types, Lock Finishes, Terminations: 
Mounting Styles/Lock Styles and Contact/Terminal Materials. Each section begins with the ordering format, with the appropriate 
boxes enlarged. Complete HOW TO ORDER information is on page 21 . UL/CSA listed with all options when ordered with G or Q 
contact material. 




7,780) 



TERM. N0S. 
MOLDED ON HOUSING 



TYPICAL MODEL — A LOCK TYPE 
(4 TUMBLER) 



MODEL SHOWN: H100-13-2-A-2-05-N-Q 



*STD. STAINLESS STEEL FACING SHOWN. FINISH 
OPTION SELECTED MAY AFFECT THESE DIMS — 
SEE P.20. 



— 





KEY CODE NO. 
STAMPED THIS 
SIDE, LOGO 
ON OPPOSITE 
SIDE 



TYPICAL MODEL— B AND C LOCK TYPE 
/ B— 5 TUMBLER \ 
V C— 4 TUMBLER WITH ADDED DETENT/ 





NUT INCLUDED STD., 
CLIP AVAILABLE. 



TERM. NOS. 
MOLDED ON HOUSING 



MODEL SHOWN: H100-13-2-B-2-05-N-Q 



'STD. STAINLESS STEEL FACING SHOWN. FINISH 
OPTION SELECTED MAY AFFECT THESE DIMS.- 
SEE P.20. 
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Ci^T H Series 



ST41I\ILE5S 5TEEL 

lock FiniisH ^njo 

NICKEL PITTED KE^5 STD. 



Power Switchlocks 



}oOOmoa 



MODELS/SWITCHING AND LOCK FUNCTION 

(See legend, below) 



LOCK 
CONFIGURATION 
(Ab VIEWED FROM KEY END) 


MODEL NO. 

WO Dfll CO 


CONNECTED TERMINALS (See terminal locations below.) 


KEY PULL 
POSSIBLE 

THESE 
POSITIONS 


POS. 1 


POS. 2 


POS. 3 


POS. 4 


POS. 5 


POS.l 
® 2 45 ° 

INDEXING 

1 .3 


HI 00- 13 SP 
H^OO— 13 DP 


7-8 

7-8.3-4 


8-1 

8-1,4-5 


1-2 

1-2,5-6 






P0S.1 


POS.l 

T 2 45° 

* INDEXING 
1 ®3 


H100-1C sp 
H200— 1C DP 


7-8 

7-8,3-4 


8-1 

8-1.4-5 


1-2 

1-2.5-6 






POS. 3 


POS ' 

INDEXING 

' ®3 


H100-1U sp 
H200-1U dp 


7-8 

7-8.3-4 


8- 1 

8-1,4-5 


1 -2 

1-2.5-6 






POS.l 
POS.3 


POS.l 

\ ® 2 45° 

V INDEXING 


HI 00-82 SP 
H200-82 DP 


7-8 

7-8,3-4 


8-1 

8-1,4-5 


6-7 

6-7,2-3 






P0S.1 


POS.l 

3 ® ® ® 2 45 ° 

^V/^ INDEXING 


H100-AA sp 
H200-AA DP 


7-8 

7-8,3-4 


8-1 

8-1,4-5 


6-7 

6-7.2-3 






P0S.1 
POS. 2 
P0S.3 


POS 1 

T ® 45° 
I ®3 INDEXING 

®4 


H100-AB sp 
H200-AB dp 


7-8 

7-8,3-4 


8-1 

8-1,4-5 


1-2 

1-2.5-6 


2-3 

2-3,6-7 




POS.l, POS. 2, 
POS. 3, POS. 4 


POS.l 
® 90° 

INDEXING 

1 • 2 


H101-13 sp 
H201-13 DP 


7-8 

7-8,3-4 


8-2 

8-2.4-6 








POS.l 


POS.l 

T 90° 

INDEXING 

1 ®2 


HI 01 - 1 C sp 
H201-1C dp 


7-8 

7-8,3-4 


8-2 

8-2,4-6 








POS.2 


POS.l 
® 90° 

INDEXING 

1 ®2 


H101-1U sp 
H201 — 1U DP 


7-8 

7-8,3-4 


8-2 

8-2,4-6 








POS.l 
P0S.2 


POS.l 
® 90° 
INDEXING 

3 • • 2 


H141-73 SP 


6-8 


8-2 


5-6 






POS.l 


POS.l 

• 90° 

INDEXING 


H141-7C SP 


6-8 


8-2 


5-6 






P0S.2 
P0S.3 


POS.l 
® 90° 
INDEXING 

3® ®2 


H141-7U SP 


6-8 


8-2 


5-6 






POS.l 
POS.2 
POS.3 



LEGEND: • = Detent positions (45° or 90°). 

© = Key pull possible in these positions. 
» or® = Stop positions. 



TERMINAL NUMBERS 




Terminal nos. molded 
on bottom of housing. 



AVAILABLE OPTION COMBINATIONS 



MODELS 


LOCK TYPES 


TERMINATIONS 


MTG./LOCK STYLES 


A 


B 


C 


01 


05 


wc 


N 


D 


L 


S 


T 


HXOO-13 


• 


• 




















HX00-1C 


• 


• 




















HX00-1U 




• 














• 






HX00-82 




• 




















HX00-AX 
























HX01-13 




• 




















HX01-1C 




• 




















HX01-1U 




• 














• 






H141-XX 




• 





















• INDICATES AVAILABLE OPTION COMBINATION 
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H Series 



5T4ir\JLE55 STEEL 



Power Switchlocks 



EEmmQoocDoa 



KEYING 



PLATED 
KE U 5 



OPTION CODE NO. 


NO. KEYS 


KEY CODE STAMPED ON LOCK 


ORDER KEYED ALIKE 


2(STD.)t 


2 


NO 


YES 


3 


1 


NO 


YES 


6 


2 


YES 


YES 


7 


1 


YES 


YES 



For more than one key code, master keying, replacement keys, or other special features, consult factory. 

tStd. keying features include two nickel plated brass keys ringed together, no key code no. on face of lock, all switchlocks supplied with 
the same key code. 



A 4 tumbler lock 



LOCK TYPES 
B 



.237 — » 
(6,02) 






1.010 »■ 

(25.65) 

.250 * 
(6,35) 
















t . 




m 










.912 DU. 
(23,168) 














1 




m 


_ 

















5 tumbler lock 
(added security, 
more key codes 
avail., consult 
factory). 

4 tumbler lock, 
with added detent 
mechanism in 
lock (Std.). 
(Recommended for 
low level or dry 
circuit switching). 



.237 - 
(6,02) 



.912 DIA. 
(23.160) 



- 1.105 - 
(28,07) 



r 



.340* 
(8,64) 



: Dims, shown for models with std. stainless steel facing, finish option 2. Finish option selected may affect 
these dims.— see LOCK FINISHES section, below. For complete lock and switch dimensions, see p.18. 



AVAILABLE OPTION COMBINATIONS 



LOCK 
TYPES 


MTG./LOCK STYLES 


N 


D 


L 


S 


T 


A 


• 


• 








B 


• 


• 




• 


• 


C 













• INDICATES AVAILABLE OPTION COMBINATION 



ELmmooOmoa L0CK FINISHES 

1 Nickel 2 Stainless Facing (Std.)* 4 Polished Nickel 8 Gloss Black 







F High Gloss Nickel Plated Facing* 




* Not available with L, S or T mounting styles. 




LOCK DIMENSIONS 

Lock dimensions can vary with finish option 



See chart. 



AVAILABLE OPTION 
COMBINATIONS 



Note: Dims, shown for N, D Mounting 

Styles/Lock Styles. Dims, for L, S, T 
Mounting Styles/Lock Styles do not 
vary with Finish Option selected, 
see p. 22 



FINISH 
OPTIONS 


DIMS. 




■w 


•X' 


'Y' 


'Z' 


1,4 


.880 
.880 


1.030 
1.125 


.270 
.360 


.220 
.220 


A LOCK TYPE 
<- B & C LOCK TYPES 


2,8,F 


.912 
.912 


1.010 
1.105 


.250 
.340 


.237 
.237 


- A LOCK TYPE 

- B & C LOCK TYPES 



FINISHES 


MTG./LOCK STYLES 


N 


□ 


L 


S 


T 


1 






• 


• 


• 


2 


• 


• 








4 






• 


• 


• 


8 












F 


• 


• 









• INDICATES AVAILABLE OPTION 
COMBINATION 
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H Series 



5TO]niLE55 5TEEL 
LOG* Fi!\li5H Mil 
NICKEL PLATED KE^5 5TD. 



iHTrn mooo l | \ aa 
01 



.300- 
(7,62) 



.070 
(1,78) 



t 

ULT- 

-J U- (0, 



.110 
(2,79) 



030 
76) 



.031 THK. 
(0,79) 



TERMINATIONS 



05 (Std.) 



.325 - 
(8,26) 



-H -«t-.091 

I j (2,31) 



.050 DIA. 
(1,300) 



(2,79) 



.031 THK. 
(0,79) 



Power Switch locks 



wc 



16 AWG 
INSUUTED 
WIRE 



6.00 
;i52,4) 



i 



.50 
(12.7) 



Black wire std., other 
colors, gages, and 
lengths avail., consult 
factory. 



AVAILABLE OPTION COMBINATIONS 



TERMINATIONS 


MODELS 


HX00-XX 


HXX1-XX 


01 


• 




05 


• 


• 


WC 


• 


• 



• INDICATES AVAILABLE OPTION COMBINATION 



ri - rirH - M - H - rT Q n MOUNTING STYLES/LOCK STYLES 



N WITH NUT* 




VI 



-3/4-24 UNS 




LT 3 



+ 




(25,65) 



.125 THK. 
(3,18) 



Nut P/N 17-505-07-00 



D WITH CLIP* 




V 




w-.ioo 

■ (2.54) 



+ 




Clip P/N 17-505-03-00 



* See AVAILABLE OPTION COMBINATIONS, p.22. 



(CONT'D.) 
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Key and latch pawl shown in Pos. 1. 

• See AVAILABLE OPTION COMBINATIONS, below. 

S SQUARE FACING, WITH MOUNTING NUT.* 
T SQUARE FACING, WITH MOUNTING CLIP* 



-1.125 - 
(28,58) 




• See AVAILABLE OPTION COMBINATIONS, below. 



PANEL MOUNTING 



I-. 640-1 

(16.26) 



.760 DIA. 
(I9,30j?) 




(18,03) 



LOCK TYPE 


MTG. STYLE 


PANEL THICKNESS 
1,4 LOCK FINISHES 


PANEL THICKNESS 
2,8,F LOCK FINISHES 


A 

4 tumbler models 


NUT 


.125 (3,18) max. 


.105 (2,67) max. 


CLIP 


.085- 105 (2,16-2,67) 


.065-. 085 (1,65-2,16) 


B, C 

4 & 5 tumbler models 


NUT 


.215(5,46) max. 


.195 (4,95) max. , 


CLIP 


.085-. 105 (2,16-2,67) 


.065-.085 (1,65-2,16) 



FOR MODELS 
WITH N, D, S ORT 
MOUNTING 
STYLES 



FOR MODELS 
WITH L 
MOUNTING 
STYLE 



AVAILABLE OPTION 
COMBINATIONS 



MTG. 
STYLES 

LOCK 
STYLES 


LOCK FINISHES 


LOCK 
TYPES 


1 


2 


4 


8 


F 


A 


B 


C 


N 




• 














D 




• 














L 


• 




• 












S 


• 




• 








• 




T 


• 




• 








• 





' INDICATES AVAILABLE OPTION COMBINATION 
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iPSlMW STfllNLE55 5TEEL 

H Series ^r^gj^e*™. Power Switchloc ks 

/™mooomoO CONTACT / TERMINAL MATERIALS 

B CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 
RATING: 0.4 VA max. @ 20 V AC or DC max. 

Q CONTACTS & TERMINALS: Copper, silver plated. 

RATING: 12 AMPS @ 125 V AC or 28 V DC; 6 AMPS @ 250 V AC; 1 AMP @ 125 V DC (UUCSA) 
G CONTACTS & TERMINALS: Copper, with gold plate over silver plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. or 12 AMPS @ 125 V AC or 28 V DC; 6 AMPS @ 250 V AC; 1 AMP @ 125 V 
DC(UL/CSA). 

Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. 



HOW TO ORDER 

Complete the order number below by selecting the desired Model/Switching & Lock Function, 
Keying, Lock Type, Lock Finish, Termination, Mounting Style/Lock Style and Contact/Terminal Material 
options. Place the option codes in the appropriate boxes of the ordering format. 
(Example: lHl2!olohf8T?H 7Hc>f2H^c>{D^ 

2 keying option, C four tumbler lock, 2 finish with stainless steel facing, N mounting style with nut and Q 
contact/terminal material are supplied if no options are specified. 
UL/CSA listed with all options when ordered with G or Q contact material. 



AVAILABLE HARDWARE 

P/N DESCRIPTION 

17-505-07-00 Standard mounting nut 

17-505-03-00 Mounting clip 

17-505-02-00 Internal tooth lockwasher (not shown) 

17-300-02-00 Plastic locking ring (retains switch to lock ) 

Removable dress nuts — fit L mounting style/lock style: 

5313-00-201 Dress nut with 1 nickel finish 
5313-00-727 Dress nut with 8 black finish 
5313-00-535 Dress nut with 4 polished nickel finish 



MODEL NO. 



LOCK CONT. 
TYPE TERMINATIONS MAT'L. 



H 









KEYING LOCK MOUNTING I STYLE/ 
FINISH LOCK STYLE 
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a o 2 -5 AW RATING 

A Series ui/csa listed 



Switchlocks 




SPECIFICATIONS 

CONTACT RATING: Switch-2.5 AMPS 

@ 125 V AC or 28 V DC;150 mA 

@ 250 V AC or DC (UUCSA). 

Carry-5 AMPS continuous. 
ELECTRICAL LIFE: 15,000 make-and-break 

cycles at full load up to 300,000 detent 

operations. 

CONTACT RESISTANCE: Below 20 milliohms 

typ. initial @ 2-4 V DC, 100 mA, for both 

silver and gold plated contacts. 
INSULATION RESISTANCE: 10 s ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. 

@ S63 lGV6l 

OPERATING TEMPERATURE: -30°Cto 
85°C. 

INDEXING: 30°-45°-90° indexing available, 

see MODELS, page 26. 
STATIC RESISTANCE: ANTI-STATIC MODELS 

exceed 20 KV DC static resistance @ sea 

level, lock body to terminals. 

NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific models, 
consult factory. 



MATERIALS 

LOCK: Zinc alloy. Bright nickel plating std. 

with A, B lock types; stainless steel 

facing std. N, P lock types. Four or five 

tumbler mechanisms available. 
KEYS: Brass, nickel plated, with code no. 
SWITCH HOUSING: Glass filled nylon. 
TOP PLATE: Glass filled nylon. 
MOVABLE CONTACT: Coin silver, silver 

plated (Q cont. mat' I.). 
STATIONARY CONTACTS & TERMINALS: 

Brass, silver plated (Q cont. mat'l.) 
DRESS NUT: Brass, nickel plated. 
MOUNTING NUT: Zinc alloy or steel, nickel or 

bright zinc plated. 
MOUNTING CLIP: Steel, nickel or bright zinc 

plated. 

LOCKING RING: 6/6 nylon (UL 94V-2), black. 



INTRODUCTION 

Available options for A SERIES SWITCHLOCKS are shown on pages 26 thru 31 . Typical models are shown below and on next 
page. Make selections from the following option sections: Model/Switching & Lock Function, Keying, Lock Type, Lock Finish, 
Shorting/Non-Shorting Contacts, Terminations, Mounting Style/Lock Style, Contact Material and (if desired) Epoxy Terminal Seal. 
Each section begins with the ordering format, with the appropriate boxes enlarged. Complete HOW TO ORDER information is on 
page 31 . ULVCSA listed with all options when ordered with G or Q contact material. 




TYPICAL MODEL— A LOCK TYPE 
(W / REMOVABLE DRESS NUT) 

(4 TUMBLER MODEL) model shown: A420-19-2-A-1-N-Z-R-Q hex mtg. nut included 




(W / REMOVABLE DRESS NUT) 
^^ ^(5 TUMBLER MODEL) model shown: A420-i9-2-b-i-n-z-r-q hex mtg. nut includ ed. 

COMPONENTS, INC. 2035 Highway 70 East, Clayton, NC 27520-0687 Tel: (919) 553-3131, Telex: 579385 Twx: 510-920-1683 
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or 



A Series 







E.5 &QP SWING 
Ui/CSA LISTED 



Switchlocks 




NUT INCLUDED STD., 
CLIP AVAILABLE. 



TERM. NOS. 
MOLDED ON HOUSING 



TYPICAL MODEL— N LOCK TYPE 
(W / SNAP-ON SWITCH) 
(4 TUMBLER MODEL) 



Std. stainless steel facing shown. Finish option 
selected may affect these dims — see p. 28. 



MODEL SHOWN: A420-19-2-N-2-N-Z-N-Q 




.237 
(6,02) 



OPTIONAL KEY 
CODE NO. 




H — .250 
I (6,35) 




KEY CODE NO. 
STAMPED THIS 
SIDE, LOGO 
ON OPPOSITE 
SIDE 



-3/4-24 UNS THD 

NUT INCLUDED STD. 
CLIP AVAILABLE. 



'J 




-1.031 DIA.- 
(26,190) 
- .065 

(1.65) TERM. NOS. 

MOLDED ON HOUSING 



TYPICAL MODEL— P LOCK TYPE 
(W / SNAP-ON SWITCH) 
(5 TUMBLER MODEL) 



• Std. stainless steel facing shown. Finish option 
selected may affect these dims — see p. 28. 



MODEL SHOWN: A420-19-2-P-2-N-Z-N-Q 



PC. MOUNTING 

(For panel mounting information, see page 30.) 



90 6 

i" 



\ 2 l A 
°v 1 



-.059 DIA. TYP. 
(1.50p) 
9- 

7 > 
8 \ 

11 



O s 



-.059 DIA. TYP. 
(1,50)9) 



3 



V 



.303 DIA.f- 
(7,700) \+- 874 0IA ,_ 
(22,20jJ) 



\ 

^3 104 

Cv 1 12 



A 



90 p 6 7 X 



-.059 DIA. TYP. 
(1,50)3) 

7 o~® 

8 \ 



X 



J_*3 A® Oci°A 



V 



(7,700) ^-.874 DIA.- 
(22.200) 



[ 



(7,700) ^-. g7 4 dia.- 
(22,2050 



A 

' p 5 6 

4 BP 
hi b 

<K i 



-.059 DIA. TYP. 
(1,500) 
S- 
7 o"» 

c 8 \ 



3D 104 

''V 



.303 DIA. 
(7,700) 874 qia. 

(22,20(21) 



TERMINAL NUMBERS 

(BOTTOM VIEWS) 




SP MODELS 






DP MODELS 



4P MODELS 



3P MODELS 

Term, nos. molded on bottom of housing. 

Note: Switchlock models A114, A115, A116, A120, A121 and A123 with C terminations have additional terminal no. 8 as switch support 
only. This terminal is not connected electrically inside switch. 
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A Series ^ 



E.5 &m? RUTINS 
UL/CSd LISTED 



Switchlocks 



jooooooDa 



MODELS /SWITCHING AND LOCK FUNCTION 

(See legend, below) 



LOCK 
CONFIGURATION 

(AS VIEWED FROM KEY END) 


MODEL NO. 
NO. POLES 


CONNECTED TERMINALS 
(See terminal locations, page 25.) 


KEY PULL 
POSSIBLE 
THESE 
POSITIONS 


POS. 1 


POS 2 


POS. 3 


POS. 4 


POS. 5 


POS. 6 


POS. 7 


POS.1 
® 90° 

INDEXING 

' • 2 


A114-13 SP 
A214-13 DP 
A314-13 3P 


A-l 

A-1.C-7 
A-1.B-5.C-9 


A-4 

A-4.C-10 
A-4.B-8.C-12 












POS.1 


P0S.1 

T 90° 

INDEXING 

1 ®2 


A114-1C SP 
A214-1C DP 
A314-1C 3P 


A-1 

A-l.C-7 
A-1.B-5.C-9 


A-4 

A-4.C-10 
A-4,B-8,C-12 












POS. 2 


POS. 1 

® 90° 

INDEXING 

1 ®2 


A114-1U SP 
A214-1U DP 
A314-1U 3P 


A-l 

A-l.C-7 
A-1.B-5.C-9 


A-4 

A-4.C-10 
A-4.B-8.C-12 












POS.1 
P0S.2 


P0S.1 

f . 2 45° 

INDEXING 


A115-13 SP 
A215-13 DP 
A315-13 3P 


A-1 

A-1.C-7 
A-1.B-5.C-9 


A-2 

A-2.C-8 
A-2.B-6.C-10 


A-4 

A-4.C-10 
A-4.B-8.C-12 










P0S.1 


POS.l 

T . 2 45° 

INDEXING 

1 ®3 


A115-1C SP 
A215-1C DP 
A315-1C 3P 


A-1 

A-1.C-7 
A-1.B-5.C-9 


A-2 

A-2.C-8 
A-2.B-6.C-10 


A-4 

A-4.C-10 
A-4.B-8.C-12 










P0S.3 


POS.l 

f . 2 45° 

INDEXING 

1 ®3 


A115-1U SP 
A215-1U DP 
A315-1U 3P 


A-1 

A-1.C-7 
A-1.B-5.C-9 


A-2 

A-2.C-8 
A-2.B-6.C-10 


A-4 

A-4.C-10 
A-4.B-8.C-12 










POS.l 
P0S.3 


POS. 1 

\ ® , 2 45° 

V/ INDEXING 


Al 15-82 SP 
A215-82 DP 


A-4 

A-4.C-10 


A-5 

A-5.C-1 1 


A-2 

A-2.C-8 










P0S.1 


POS.l 

® » 2 3 30° 
• INDEXING 


A1 16-13 SP 
A216-13 DP 
A316-13 3P 


A-1 

A-l.C-7 
A-1.B-5.C-9 


A-2 

A-2.C-8 
A-2.B-6.C-10 


A-3 

A-3.C-9 
A-3.B-7.C-11 


A-4 

A-4.C-10 
A-4.B-8.C-12 








POS.1 


POS.1 

T » 2 3 30° 

• INDEXING 
1 ®4 


A116-1C SP 
A216-1C DP 
A316-1C 3P 


A-1 

A-1.C-7 
A-1.B-5.C-9 


A-2 

A-2.C-8 
A-2.B-6.C-10 


A-3 

A-3.C-9 
A-3.B-7.C-11 


A-4 

A-4.C-10 
A-4.B-B.C-12 








P0S.4 


POS.1 

® » 2 3 30° 
• INDEXING 
' ®4 


A116-1U SP 
A216-1U DP 
A316-1U 3P 


A-1 

A-1.C-7 
A-1.B-5.C-9 


A-2 

A-2.C-8 
A-2.B-6.C-10 


A-3 

A-3.C-9 
A-3.B-7.C-11 


A-4 

A-4.C-10 
A-4.B-8.C-12 








POS.1 
P0S.4 


® 90° 

INDEXING 

3 • • 2 


A1 17-73 SP 


A-l 


A-4 


A-10 










POS.1 


POS.1 

• 90° 

INDEXING 


A117-7C SP 


A-l 


A-4 


A-10 










P0S.2 
POS.3 


POS.l 

(ft „«o 
IS 90 

^ ^ INDEXING 


A117-7U SP 


A-l 


A-4 


A-10 










POS.1 
POS.2 
POS.3 


P W» 2 30° 

1/ INDEXING 


A120-19 SP 
A220-19 DP 
A320- 1 9 3P 
A420-19 4P 


A-1 

A-1.C-7 

A-1.B-5.C-9 

A-1,B-4,C-7.D-10 


A-2 

A-2.C-8 

A-2.B-6.C-10 

A-2.B-5.C-8.D-11 












POS.1 


POS.1 

9 2 45° 
I/" INDEXING 


A121-12 SP 
A221-12 DP 
A321-12 3P 
A421-12 4P 


A-1 

A-1.C-7 

A-1.B-5.C-9 

A-1.B-4.C-7.D-10 


A-2 

A-2.C-8 

A-2.B-6.C-10 

A-2.B-5.C-8.D-11 












POS.1 


Pl |' 1 . 2 3 30° 
l>» INDEXING 


A123-10 SP 
A223-10 DP 
A323-10 3P 
A423-10 4P 


A-1 

A-1.C-7 

A-1.B-5.C-9 

A-1.B-4.C-7.D-10 


A-2 

A-2.C-8 

A-2.B-6.C-10 

A-2.B-5.C-8.D-11 


A-3 

A-3.C-9 

A-3.B-7.C-11 

A-3,B-6,C-9,D-12 










POS.1 



AVAILABLE OPTION 
COMBINATIONS 



LEGEND: • = Detent positions (30°, 45° or 90°). 

® = Key pull possible in these positions. 
= Stop positions 



PT 



MODELS 


LOCK TYPES 


SHORTING/ 
NON-SHORTING 


A 


B 


N 


P 


N 


S 


AX14-XX 




• 




• 






AX15-XX 




• 




• 




• 


AX16-XX 




• 




• 




• 


AX17-XX 




• 




• 






AX20-XX 












• 


AX21-XX 




• 




• 




• 


AX23-XX 












• 



• INDICATES AVAILABLE OPTION COMBINATION 
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C2K 



A Series 



i.s Am? MTinis 

Ul/CSd L15TED 



Switchlocks 



KEYING 



OPTION CODE NO. 


NO. KEYS 


KEY CODE STAMPED ON LOCK 


ORDER KEYED ALIKE 


2 (STD.) • 


2 


NO 


YES 


3 


1 


NO 


YES 


6 


? 


YES 


YES 


7 


1 


YES 


YES 



For more than one key code, master keying, replacement keys, or other special features, consult factory, 

• Std. keying features include two nickel plated brass keys ringed together, no key code no. on face of lock, all switchlocks supplied with 
the same key code. 



lALXDOIrOQDCHIrOOO 



LOCK TYPES 



4 tumbler lock with 
removable dress nut. 



.250 - 
(6,35) 



— 1 .036— 
(26,31) 

f.270 
(6,86) 



B 5 tumbler lock with 
removable dress nut 
(added security, more 
key codes avail., 
consult factory). 



.250- 
(6,35) 



-1.133— 
(28.78) 
.360 
(9,14) 



SHORT ANTI-STATIC LOCK TYPES 

Exceeds 20 KV DC Static Resistance @ Sea Level, Lock Body To Terminals. 







dnm-snmr 



.237 - 
(6,02) 



N 4 tumbler lock with 
ANTI-STATIC 
SWITCH. 



.912 OIA. 
(23,160) 




P 







.237 - 
(6.02) 



5 tumbler lock with 

ANTI-STATIC 

SWITCH. 



.912 DIA. 
(23,160) 




"Dims, shown for models with std. stainless steel facing, finish option 2. Finish option selected may affect these dims. — 
see LOCK FINISHES section, p.28. For complete lock and switch dimensions, see pages 24 and 25. For mounting 
information, see pages 29 and 30. 



AVAILABLE OPTION 
COMBINATIONS 



LOCK 
TYPES 


MTG./LOCK STYLES 


N 


□ 


R 


S 


T 


A 






• 






B 






• 






N 


• 


• 








P 


• 


• 




• 


• 



• INDICATES AVAILABLE OPTION COMBINATION 
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A Series 



Switchlocks 



Winn[]nnnnn L0CK FINISHES 

FINISHES AVAILABLE WITH A AND B LOCK TYPES: 

1 Nickel (Std. with A, B lock types.) 4 Polished Nickel 



8 Gloss Black 






FINISHES AVAILABLE WITH N AND P LOCK TYPES: 

1 Nickel 2 Stainless Facing * 4 Polished Nickel 

(Std. with N, P lock types.) 



8 Gloss Black 



F High Gloss Nickel Plated Facing' 





» 





Not available with R, S or T mounting styles. 



LOCK DIMENSIONS— N AND P LOCK TYPES: 

Lock dimensions can «ary with finish option selected. See chart. 



r 



FINISH 
OPTIONS 


DIMS. 




'W 


'X' 


'Y' 


'Z' 


1.4 


o o 

CO CO 


.518 
.615 


.270 
.360 


.220 
.220 


• N LOCK TYPE 
- P LOCK TYPE 


2.8.F 


.912 
.912 


.498 
.595 


.250 
.340 


.237 
.237 


- N LOCK TYPE 
• P LOCK TYPE 



Note: Dims, shown lor N, P Lock Types. Dims, 
for A, B Lock Types do not vary with 
Finish Option selected, see page 27. 



AVAILABLE OPTION COMBINATIONS 



FINISHES 


LOCK TYPES 


MTG./LOCK STYLES 


A 


B 


N 


P 


N 


D 


Ft 


S 


T 


1 


• 


• 
















2 






• 


• 


• 


• 








4 


• 


• 

















8 




















F 






• 


• 


• 


• 









• INDICATES AVAILABLE OPTION COMBINATION 



EE 



moooQoooa 



SHORTING/ NON-SHORTING CONTACTS 



N (Std.) Non-shorting contacts- break before make. 
S Shorting contacts- make before break. 

Note: S shorting contacts not avail, with the following models: A1 14, A214, A314 and A1 17. 

AVAILABLE OPTION COMBINATIONS 



SHORTING/ 
NON-SHORTING 


MODELS 


AX14-XX 


AX15-XX 


AX16-XX 


AX17-XX 


AX2X-XX 


N 


• 


• 


• 


• 


• 


S 




• 


• 




• 



• INDICATES AVAILABLE OPTION COMBINATION 



frrm KxiDoQoQa 



TERMINATIONS 



153-T -JL-.040 
(3.89) 0.02) 



.020 THK. 
(0.51) 



Z (std.) 

.250 OF 2 - 21 ' 

c ms) j j E** 

J has 

.020 THK. 
(0.51) 
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Of 



k E.5 £JP RATING 

A Series ^ ui/rsa listed 



Switchlocks 



EnrraDoooooQoa 



MOUNTING STYLES/LOCK STYLES 



N WITH NUT" 




/I 



-3/4-24 UNS 



+ 




Nut P/N 17-505-07-00 



D WITH CLIP* 




+ 



(25,65) 

(15.62) h 



1.150 
(29,21) 




Clip P/N 17-505-03-00 



R REMOVABLE DRESS NUT- 





TYPICAL INSTALLATION 

Install hex nut. leaving clearance for dress nut and 
panel. From rear-of-panel place switch through 
panel cutout. Install and tighten dress nut by hand 
then tighten hex nut. Always tighten assembly 
with back-of-panel hex nut to avoid damaging 
front of panel. 



HEX MOUNTING 
NUT 




<P SWITCHLOCK 



LOCK TYPE 


DIMENSIONS 


'A' 


B' 


A 


1.036 (26,31) 


.270 (6,68) 


B 


1.133 (28,78) 


.360 (9,14) 



MOUNTS 
FROM REAR 
OF PANEL. 



*See AVAILABLE OPTION COMBINATIONS and PANEL MOUNTING INFORMATION, page 30. 



(CONT'D.) 



CfC 
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A Series 







2.S RATING 
Ul/CSA LISTED 



Switchlocks 



HXDtXH^OOOoQoCl 



MOUNTING STYLES/LOCK STYLES (Cont'd) 



S SQUARE FACING, WITH MOUNTING NUT* 
T SQUARE FACING, WITH MOUNTING CLIP" 





' See AVAILABLE OPTION COMBINATIONS, below. 



MOUNTING INFORMATION (ALL MODELS) 



PANEL MOUNTING 



+ 



.760 DIA. 
(19,30(20 



t-. 640-1 

(16,26) 

FOR MODELS 
WITH N, D, SORT 
MOUNTING STYLES 




l .760 DIA. 
I (19,30(2) 



LOCK TYPE 


MTG. STYLE 


PANEL THICKNESS 
1,4 LOCK FINISHES 


PANEL THICKNESS 
2,8,F LOCK FINISHES 


A, N 
4 tumbler models 


NUT 


.125 (3,18) max. 


105 (2.67) max. 


CLIP 


.085-. 105 (2,16-2,67) 


.065- 085 (1,65-2,16) 


B, P, 
5 tumbler models 


NUT 


.215 (5,46) max. 


.195 (4,95) max. 


CLIP 


.085-. 105 (2,16-2,67) 


.065-.085 (1,65-2,16) 



FOR MODELS WITH 
R MOUNTING 
STYLES 



AVAILABLE OPTION 
COMBINATIONS 



MTG. 
STYLES/ 

LOCK 
STYLES 


LOCK FINISHES 


LOCK TYPES 


1 


2 


4 


8 


F 


A 


B 


N 


P 


N 




• 






• 






• 


• 


D 




• 






• 






• 


• 


R 


• 




• 






• 


• 






S 


• 




• 












• 


T 


• 




• 












• 



• INDICATES AVAILABLE OPTION COMBINATION 



EDzooxxmoooQ 



CONTACT MATERIALS 



G 



CONTACT / TERMINAL MATERIALS 

B MOVABLE CONTACT: Copper alloy, with gold plate over nickel plate. 

STATIONARY CONTACTS & TERMINALS: Brass, with gold plate over nickel plate. 
RATING: 0.4 VA max. @ 20 V AC or DC max. 
Q MOVABLE CONTACT: Coin silver, silver plated. 

STATIONARY CONTACTS & TERMINALS: Brass, silver plated. 

RATING: Switch-2.5 AMPS @ 125 V AC or 28 V DC; 150 mA @ 250 V AC or DC (UL/CSA). 

Carry- 5 AMPS continuous. 
(Std. with all termination options) 
G MOVABLE CONTACT: Coin silver, with gold plate over nickel plate over silver plate. 

STATIONARY CONTACTS & TERMINALS: Brass, with gold plate over nickel plate over silver plate. 
RATING: 0.4 VA max. @ 20 V AC or DC max. or 

Switch-2.5 AMPS @ 125 V AC or 28 V DC; 150 mA @ 250 V AC or DC (UL/CSA). 
Carry- 5 AMPS continuous. 



Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 
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. is am? rating 
A Series ui/rsa listed 



Switchlocks 



|ATTT> €rX30CH3000Q 



SEALING 



(None) 

No seal 

Std. with all termination options. 



EPOXY SEAL 



i 



"^-.075 MAX. 

0.91) 



HOW TO ORDER 

Complete order number below by selecting the desired model no, keying, lock type, lock finish, 
shorting or non-shorting contacts, termination, mounting style/lock style, and contact material options. 
Place the option codes in the appropriate boxes of the ordering format. Some boxes may be unfilled. 
(Example: IaIi 1 2 1 o HTToH eHpHTHsT-fc^^ 

For epoxy terminal seal, specify 'E' in SEAL box, for no seal, leave box empty. 2 keying option, N non- 
shorting contacts, Z terminations and Q contact material are supplied if no options are specified. 

UL/CSA listed with all options when ordered with G or Q contact material. 



MODEL NO. 



MTG. 

style/ 

lock shorting/ lock 
type non-shorting style 



KEYING 



LOCK TERMINATIONS CONT. 
FINISH MATL. 



AVAILABLE HARDWARE 

P/N DESCRIPTION 

17-505-07-00 Standard mounting nut 

17-505-03-00 Mounting clip 

17-505-02-00 Internal tooth lockwasher (not shown) 

17-300-02-00 Plastic locking ring (retains switch to lock— N and P Lock Types only) 

Removable dress nuts— fit R mounting style/lock style: 

5313-00-201 Dress nut with 1 nickel finish 
531 3-00-727 Dress nut with 8 black finish 
5313-00-535 Dress nut with 4 polished nickel finish 
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CM 



t7DE 

YU Series \^ available 



Switchlocks 
With Snap-Acting Switches 




SPECIFICATIONS 

CONTACT RATING: 5 AMPS @ 250 V AC or 
28 V DC (with solder lug or quick connect 
terminals) UL/CSA/VDE; 1 AMP @ 250 V 
AC or 28 V DC (with wire wrap terminals) 
UL/CSA. 

ELECTRICAL LIFE: 70,000 make-and-break 

cycles at full load. 
CONTACT RESISTANCE: Below 20 

milliohms typ. initial @ 2-4 V DC, 100 

mA, for both silver and gold plated 

contacts. 

INSULATION RESISTANCE: 20" ohms min. 
DIELECTRIC STRENGTH: 2,000 V RMS 

min. @ sea level. 
INDEXING: 65° momentary pos. or 90° 

maintained pos., 3 pos. max. 



MATERIALS 

LOCK: Zinc alloy with stainless steel facing 
std.; black and nickel plated finishes also 
avail. 

KEYS: Nickel plated brass, with code no. 
SWITCH HOUSING: Diallyl phthalate (DAP). 
SWITCH COVER: Polyphenylene oxide. 
TERMINAL INSULATOR: Glass filled nylon. 
CONTACTS: Silver, gold plated (G cont. 
mat'l.). 

TERMINALS: Brass, gold plated (G cont. 
mat'l.). 

MOUNTING NUT: Zinc alloy or steel, nickel 

or bright zinc plated. 
MOUNTING CLIP: Steel, nickel or bright zinc 

plated. 



Note: Specifications and Materials listed above are general specifications with standard options. See 

option sections for additional information. Specifications available for specific models, consult factory. 



INTRODUCTION 

Available options for YU SERIES SWITCHLOCKS WITH SNAP-ACTING SWITCHES are shown on pages 33 thru 35. A typical model is 
shown below. Make selections from the following option sections: Series/Lock Function, Switches, Keying, Lock Type, Lock Finishes, 
Terminations, Mounting Styles and Contact/Terminal Materials. Each section begins with the ordering format, with the appropriate boxes 
enlarged. Complete HOW TO ORDER information is on page 35. UL listed with all options. CSA and VDE also available, see page 35. 

Available only in the U.S., Canada and Mexico. 




OPTIONAL KEY 
CODE NO. 



KEY CODE NO. 
STAMPED THIS 

SIDE, LOGO 
ON OPPOSITE 
SIDE 




Locking screw for 
attaching switch(es) 



0® 








r 






/^DUST COVER 




SUPPLIED - 




ALL MODELS 




WITH ONE 




.630 




SWITCH 



(16,00) 
ACROSS FLATS 

TERM. NOS. 
MOLDED ON HOUSING 



B LOCK TYPE 

(5 TUMBLER MODEL) 



MODEL SHOWN: YU-A-1-2-B-2-03-N-GA 



PANEL MOUNTING 



(-.640 i 
(16,26) 



.760 DIA. 
(I9.30ji0 



LOCK TYPE 


MTG. STYLE 


PANEL THICKNESS 


B 

5 tumbler model 


NUT 


.375 (9, 50) max. 


CLIP 


.085-. 105 (2, 16-2,67) 
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YU Series ^ 



17DE 



Switchlocks 
With Snap-Acting Switches 




lYlUH nOQg}QQ30SD 



SERIES/LOCK FUNCTION 



LOCK 
CONFIGURATION 
(AS VIEWED FROM KEY END) 



P0S.1 
4 90° 
INDEXING 
1 ®2 



pqs.i 



2 65 

INDEXING 



90 
INDEXING 



POS^ 



65" 
INDEXING 



LOCK 
FUNCTION 



B 



A, B, C, & D LOCK FUNCTIONS— 2 POSITION MODELS 




Switches installed by end 
user. Key pull possible in all 
maintained positions. Specify 
switch(es) in next section. 



TOP VIEW 
(key shown in pos. 1) 



All switches actuated 
when key is turned left 
(ccw) or right (cw). 



P05.1 

A ® A 2 65° 
*v V~ INDEXING 



E, F, G, & H LOCK FUNCTION— 3 POSITION MODELS 



POS.1 

® 



o , o 
65 /90 
INDEXING 



P0S.1 

® * 2 90°/65° 
INDEXING 



90" 
INDEXING 



H 




TOP VIEW 
(key shown in pos. 1) 



Switch this side 
actuated when key is 
turned left (ccw). 



Switch this side 
actuated when key is 
turned right (cw). 



Switches installed by end 
user. Key pull possible in all 
maintained positions. Specify 
switch(es) in next section. 



LEGEND: ▼ = Momentary position (65°). 



®= Key pull possible in these positions. 



.or® 



= Stop positions. 



imo]3=HIHIrCDO{sn SWITCH(ES) 

No switches supplied. 3 One SPDT and one DPDT switch. 

1 One SPDT switch (dust cover supplied). 4 Two DPDT switches. 

2 Two SPDT switches. 5 One DPDT switch (dust cover supplied). 

Note: Dust cover supplied on models with one switch, covers open switch mounting point, dust cover P/N 5826. To order 
switch(es) separately, specify desired P/N, see chart below. For ratings and available contact material, see p. 35. 



SCHEMATIC 



.693 
(17,60) 



- .700 -t 

(17,78) 



.311 
(7,90) 



SPDT 



a 



2 w/ key in pos. 1 
(12 o'clock). 



.165 TYP. 
(4,19) 



-.025 
(0,64) 



>+»-.020 TYP. 

.H 8 J U-(0,51) 

(3,00) 



3 4 



3 4 



w/ key in all pos. except pos. 1 
(12 o'clock). 



SCHEMATIC 



.693 
(17.60) 



- .700 H 
(17,78) 



DPDT 



-.025 
(0.64) 




J-.165 n 

T (4.19) 



4 3 



2 w/ key in pos. 1 
(12 o'clock). 



w/ key in all pos. except 
pos. 1 (12 o'clock). 



TO ORDER 
SWITCH(ES) ONLY: 



SWITCHES ONLY — SPDT 


TH25-12-03-G 


W/ 03 TERM. 


UL/CSA * 


TH25-12-06-G 


W/ 06 TERM. 


UL/CSA 


TH25-12-07-G 


W/ 07 TERM. 


UL 


TH25-12-09-G 


W/ 09 TERM. 


UL/CSA * 


SWITCHES ONLY - DPDT 


TH25-22-03-G 


W/ 03 TERM. 


UL/CSA 


TH25-22-06-G 


W/ 06 TERM. 


UL/CSA 


TH25-22-07-G 


W/ 07 TERM. 


UL 


TH25-22-09-G 


W/ 09 TERM. 


UL/CSA 



Switches can be ordered 
separately. Select desired P/N 
from chart. 

*VDE avail., see p. 35. 
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Gr^C YU Series 

[YTuVQOj [{EHIH~l~H~HGn 



17DE 

£741LdBLE 



Switchlocks 
With Snap-Acting Switches 



KEYING 



OPTION CODE NO. 


NO. KEYS 


KEY CODE STAMPED ON LOCK 


ORDER KEYED ALIKE 


2 (STD.) • 


2 


NO 


YES 


3 


1 


NO 


YES 


6 


2 


YES 


YES 


7 


1 


YES 


YES 



For more than one key code, master keying, replacement keys, or other special features, consult factory, 

• Std. keying features include two nickel plated brass keys ringed together, no key code no, on face of lock, all switchlocks supplied with 
the same key code. 



IMrOOO{B}oa30f3D 



LOCK TYPE 

B 5 disc tumbler lock 



IM)OIHIHB}QHIDCH£n 

2 Stainless Facing (Std.) 



LOCK FINISHES 

8 Gloss Black 



F High Gloss Nickel Plated Facing 




EEHDOCHioj^ 




TERMINATIONS 

06 Wire-wrap 

r- .025 
iz^—I (0.64) 



07 Quick connect 



.345 ■ 
(8.76) 



.310 , 
(7.87) 

*J 
-«HW ,029 
(0,74) 



.055 DIA. 
(1.40)9) 



.090 
(2,29) 



-J -J U- .110 



(2,79) 



,020 THK. 
(0.51) 



.020 THK. 
(0,51) 



09 Quick connect w/ insulator 



AVAILABLE OPTION COMBINATIONS 



.290 - 
(7.37) 



.394 — I 
(10,01) 



.090 
(2.29) 



-J U- .110 



.055 DIA. 
(1,400) 



INSULATOR 

D 

(2.79) 



.020 THK. 
(0.51) 



TERMINATIONS 


CONTACT MATERIALS /RATINGS 


GU 


GA 


GF 


03 


N/A 


STD. 


AVAIL. 
(SP ONLY) 


06 


STD, 


N/A 


07 


STD. 


N/A 


09 


N/A 


STD, 


AVAIL. 
(SP ONLY) 



N/A = NOT AVAILABLE 



HuHirOOiBomOm 

N (Std.) nut 

-3/4-24 UNS 



MOUNTING STYLES 

D CLIP 





~ ~(2,54) 



,UJ0 -i 
(0.76)^_ 

T~ U-fct-,250 

(6.35) 



P/N 17-505-07-00 



P/N 1 7-505-03-00 
For panel mounting information, see page 32. 
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CtiPf YU Series 



T7DE 

AVAILABLE 



Switchlocks 
With Snap-Acting Switches 



m>OOCHlH3Q3C HG[ | 



CONTACT/TERMINAL MATERIALS & RATINGS 



CONTACT/TERMINAL MATERIALS 

G CONTACTS: Silver, gold plated. 
TERMINALS: Brass, gold plated. 



RATINGS 

U UL LISTED SWITCH. 

0.4 VA max. @ 20 V AC or DC max. or 5 
AMPS @ 250 V AC or 28 V DC. Must be 
ordered with 07 terminations. 

A UL/CSA LISTED SWITCH. 

03, 09 terminations: 0.4 VA max. @ 20 V 
AC or DC max. or 5 AMPS @ 250 V AC or 
28 V DC. 06 terminations: 0.4 VA max. @ 
20 V AC or DC max. or 1 AMP @ 250 V 
AC or 28 V DC. Std. with 03, 06, 09 
terminations. 

F UL/CSA/VDE LISTED SWITCH. 

0.4 VA max. @ 20 V AC or DC max. or 5 
AMPS @ 250 V AC or 28 V DC. Avail, 
only with 03, 09 terminations, SP switches 
only. 



RATINGS 


TERMINATIONS 


03 | 06 


07 


09 


U 


N/A 


STD. 


N/A 


A 


STD. 


STD 


N/A 


STD. 


F 


AVAIL. 
(SP ONLY) 


N/A 


AVAIL. 
(SP ONLY) 



N/A = NOT AVAILABLE 



HOW TO ORDER 

Complete the order number below by selecting the desired lock function, switch, keying, lock type, lock finish, termination, mounting 
style and contact material/rating options. Place the option codes in the appropriate boxes of the ordering format. (Example: 
\mHS-UHIHS-{2}-m}-&-{M3)- 

2 keying option, B five tumbler lock, 2 finish with stainless steel facing, N mounting style with nut and G contact/terminal material are 
supplied if no options are specified. 

UL listed with all options. CSA, VDE available, see RATINGS, above. Switches available separately, see page 33. 

Available only in the U.S., Canada and Mexico. 



LOCK CONT 
SERIES SWITCH(ES) TYPE TERMINATIONS MAT'L. 



[MH3OO4Il-L>Cn-0^] 



LOCK KEYING 
FUNCTION 



LOCK 
FINISH 



MOUNTING RATING 
STYLE 



r-.709 — H 
(18,00) 




PLUG-IN SOCKETS FOR P.C. MOUNTING 



(4,00) 



Note: For use with (one) SPDT switch order P/N 5820. 
For use with (two) SPDT switches order P/N 5821 . 
Socket Rating: 1 AMP @ 250 V AC. 



55 TYP. — I f 
(4 ' 20) i^-/- 



P.C. MOUNTING 

.039 DIA. TYP. 
(1,002) 



.165 TYP. 
(4.20) 



.118 TYP. - 
(3,00) 



.039 DIA. TYP. 
(1.002) 



T7i 



.118 TYP. - 
(3,00) 



- .354 TYP. 
(9,00) 



For (one) SPDT switch 



For (two) SPDT switches 

Above sockets to be used with 07 termination only. 




-I ^( 2 a 5 ° 



35) 



t 

709 
8^00) 


E=3 1^1 

O 








.866 ■> 

(22,00) 





- .394 
(10,00) 



.410 
(10,41) 



TERMINALS 
.025 DIA. (0.642) 



Note: For use with (one) SPDT switch order P/N 5823. 
For use with (two) SPDT switches order P/N 5824. 
Socket Rating: 1 AMP @ 50 V AC or 72 V DC. 



.100 TYP. 
(2.54) 



.300 TYP. - 
(7.62) 



P.C. MOUNTING 

-*i h*- S~ ??HJi*h- TYP - .mo typ. -h h"-- 4 °o») r-!i 
I Lrl (2.5*) [ Rio.ieT] / (1 

— -o <s \ r o o cr ot 



039 DIA. TYP. 

ooer) 



-.300 TYP. 
(7.62) 



For (one) SPDT switch 



For (two) SPDT switches 
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P Series 



10 



Snap-In Switchlocks 




SPECIFICATIONS 

CONTACT RATING: 4 AMPS @ 125 V AC or 28 V 

DC;1 AMP @ 250 V AC (UL). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
CONTACT RESISTANCE: Below 10 milliohms typ. 

initial @ 2-4 V DC, 100 mA, tor both silver and 

gold plated contacts. 
INSULATION RESISTANCE: 10' ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. @ 

sea level. 

INDEXING: 45° or 90°, 2-3 positions. Other 
functions, consult factory. 



MATERIALS 

LOCK, SWITCH HOUSING & MOUNTING EARS: 
One piece construction— 6/6 nylon (UL 94V-2), 
black std., other colors avail. 4 disc tumbler 
mechanism std. 

KEYS: Nickel plated brass, with code no. 

TUMBLERS: Disc tumblers, brass. 

CONTACTS: Copper, silver plated (Q cont. mat'l.). 

TERMINALS: Copper, silver plated (Q cont. mat'l.). 

CONTACT SPRING: Music wire or stainless steel. 



Patent Pending 



NOTE 

Specifications and Materials listed above are general specifications for switches with standard options. 
Specifications available for specific models, consult factory. 




KEY CODE NO. 
STAMPED THIS ;i J ° 
SIDE, LOGO ON 
OPPOSITE SIDE. 



.020 
CO, 51) 




SNAP-IN MOUNTING 



MODEL SHOWN: P100-AF-3-C-M-03-Q-2 



]00«_T3000 



MODELS/SWITCHING AND LOCK FUNCTION 



LOCK 
CONFIGURATION 
(AS VIEWED FROM KEY END) 


MODEL NO 
NO. POLES 


CONNECTED TERMINALS 


KEY PULL 
POSSIBLE 
IN THESE 
POSITIONS 


POS.1 


POS. 2 


POS. 3 


POS.l 

f ®* 

w INDEXING 

1 ®3 


P100-AF SP 
P200-AF DP 


8-1 

8-1.4-5 


1-2 

1-2,5-6 


2-3 

2-3,6-7 


POS.l 
POS. 2 
P0S.3 


POS.l 

f 90° 

INDEXING 


P101-13 SP 
P201-13 DP 


8-1 

8-1,4-5 


1-3 

1-3,5-7 




POS.1 


PCS 1 
f 90° 

INDEXING 

1 <8>2 


P101-1U sp 
P201-1U DP 


8-1 

8-1,4-5 


1-3 

1-3,5-7 




POS.1 
POS. 2 



LEGEND: 



Terminal nos molded 
on housing. 



P C. MOUNTING 



• = Detent positions (45° or 90°). 
® = Key pull possible in these positions. 
•) - Stop positions. 




TERMINAL NUMBERS 

(BOTTOM VIEW) 



.062 DIA. TYP. 
(1,570) 




PANEL MOUNTING 



-.815 DIA.— 
(20,700) 



.880 
(22,35) 



.700 
(17,78) 

_i 



PANEL THICKNESS: .100- 200 (2,54-5,08) ' 



.190 
(4,83) 



B 1 1 |oiMm30oa 



2 Two nickel plated brass keys, ringed together, order keyed alike. 

3 (Std.) One nickel plated brass key, order keyed alike. 

For more than one key code, master keying, replacement keys or other special features, consult factory. Standard 
keying features include one nickel plated brass key, all switchlocks supplied with the same key code. 
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Of 



P Series 



101 



c 


4 Tumbler lock with added detent mechanism in lock. 
(Recommended for low level or dry circuit switching). 


'CKS 


EnmoiH3o{M}cE}ooa 


LOCK FINISH 


3 


M 


Matte finish on plastic lock housing. 


P 


Note: Standard lock color black, other colors available, see below. 


> 


[prmmooe] | (ooa 


TERMINATIONS 


CO 



HI[XIX}QiCDODO 



LOCK TYPES 

4 Tumbler lock (Std.) 



Snap-In Switchlocks 





wc 



22 AWG 
INSULATED 
WIRE 



.50 
(12.7) 



6.00 
1(152,4) 

h 



B 

Q 
G 



CONTACT / TERMINAL MATERIALS 



CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 
RATING: 0.4 VA max. @ 20 V AC or DC max. 

CONTACTS & TERMINALS: Copper, silver plated. (Std. with all termination options.) 
RATING: 4 AMPS @ 125 V AC or 28 V DC; 1 AMP @ 250 V AC (UL). 
CONTACTS & TERMINALS: Copper, with gold plate over silver plate. 
RATING: 0.4 VA max. @ 20 V AC or DC max. or 4 AMPS @ 125 V AC or 28 V DC; 1 AMP 
250 V AC (UL). 



Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 



[pTTTTmooerool fa 



(None) 

No Seal-Std. 



SEALING 



075 MAX. 
0.91) 



ELXCrCDOOeOLiaoQ LOCK COLORS 

1 White 6 Green 

2 Black (Std.) 7 Blue 

3 Red 8 Brown 

4 Orange 9 Gray 

5 Yellow 



HOW TO ORDER 

Complete the order number below by selecting the desired model no., keying, lock type, lock finish, 
termination, contact/terminal material, terminal sealing and lock color options. Place the option codes in 
the approp riate bo xes of the ordering format. Some boxes may be unfilled. 
(Example: LpLzMoHMHIHcHmHwIc^ 

For epoxy terminal seal, specify 'E' in SEAL box, for no seal, leave box empty. 3 keying option, A lock type, 
M lock finish, Q contact material, no seal and 2 black lock finish are supplied if no options are specified. 

UL listed with all options when ordered with G or Q contact material. 



MODEL NO. 



LOCK 

TYPE TERMINATIONS 



SEAL 



M 



KEYING 



LOCK 
FINISH 



CONT 
MAT'L. 



LOCK 
COLOR 
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M Series 



Half-Inch Rotary Switchlocks 




SPECIFICATIONS 

CONTACT RATING: Switch— 250 mA max. @ 

125 VAC or 28 V DC. 

Carry— 6 AMPS continuous. 

Non-shorting contacts std. 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at 150 mA, 125 VAC or 28 V DC. 
CONTACT RESISTANCE: Below 20 milliohms 

typ. initial @ 2-4 V DC, 100 mA, for both 

silver and gold plated contacts. 
INSULATION RESISTANCE: 10 10 ohms min. 
DIELECTRIC STRENGTH: 600 V RMS min. @ 

sea level. 

OPERATING TEMPERATURE: -30°Cto 
85°C. 

INDEXING: 30°, 4 positions. 

Note: Specifications and Materials listed 
above are general specifications for switches 
with standard options. See option sections 
for additional information. Specifications 
available for specific models, consult factory. 



MATERIALS 

LOCK & SWITCH HOUSING: One piece zinc 

alloy with stainless steel facing std.; black 

and nickel plated finishes also avail. 
KEYS: Nickel plated brass, with code no. 
SWITCH BASE: Thermoset plastic, with 

insert molded terminals. 
ROTOR: Glass filled polyester (UL94V-0). 
MOVABLE CONTACTS: 

Non-shorting— Brass, silver plated (Q 

cont. mat'l.). 

Shorting— Zinc alloy, silver plated (Q cont. 
mat'l.). 

STATIONARY CONTACTS: Brass, silver 

plated (Q cont. mat'l.). 
TERMINALS: Brass, silver plated (Q cont. 

mat'l.). Terminals insert molded. All 

terminals present regardless of number of 

switch positions. 
CONTACT SPRING: Music wire, phosphate 

coated or stainless steel. 
MOUNTING NUT: Zinc alloy, nickel or bright zinc plated 
MOUNTING CLIP: Steel, nickel or bright zinc plated 



INTRODUCTION 

Available options for M SERIES HALF-INCH ROTARY SWITCHLOCKS are shown on pages 39 and 40. Typical models are shown 
below. Make selections from the following option sections: Model/Switching & Lock Function, Keying, Lock Type, Lock Finish, 
Shorting/Non-Shorting Contacts, Terminations, Mounting Style and Contact Material. Each section begins with the ordering format, 
with the appropriate boxes enlarged. Complete HOW TO ORDER information is on page 40. 




.912 DIA.- 
(23,1881 



0P T 'ONAL KEY 
CODE NO. 



KEY CODE NO: 
STAMPED THIS 

SIDE. LOGO 
ON OPPOSITE 
SIDE 



SP MODELS 




OPTIONAL KEY 
CODE NO. 



KEY CODE NO: 
STAMPED THIS 

SIDE. LOGO 
ON OPPOSITE 
SIDE 



DP MODELS 




MODEL SHOWN: M116-1U-2-B-2-N-Z-N-Q 



.190 DIA- 
(4.830) 

TERM. NOS. 
ON HOUSING 



MODEL SHOWN: M216-1U-2-B-2-N-Z-N-Q 



PANEL MOUNTING 



+ 



.760 DIA. 
( 19.300) 



LOCK FINISH 


MTG. STYLE 


PANEL THICKNESS 


2. 8 


NUT 


.530 (13,46) max. 


2, 8 


CLIP 


.065 (1,65) -.085 (2,16) 



I— .640 

(16.26) 




PC. MOUNTING 

30° TYP. 1 



i ♦ "° 

DP 
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M Series 



M SERIES OPTIONS 

Switchlocks different from those shown on page 38 can be ordered by selecting desired options which begin below. 
See HOW TO ORDER INFORMATION, page 40. 



Half-Inch Rotary Switchlocks 



M 



OffiOOOQD MODELS / SWITCHING AND LOCK FUNCTION 



LOCK 
CONFIGURATION 

(as viewed from key end) 


MODEL NO. 
NO. POLES 


CONNECTED TERMINALS 


KEY PULL 
POSSIBLE 
IN THESE 
POSITIONS 


POS. 1 


POS. 2 


POS. 3 


POS. 4 


PCS. ' , 

® J INDEXING 
1 ®4 


M116-AC SP 
M216-AC DP 


A-l 

A-1.B-7 


A- 2 

A-2.B-8 


A-3 

A-3.B-9 


A-4 

A-4,8-10 


POS.l, POS. 2, 
POS. 3, POS. 4 


POS.l , 

T * 3 

• J INDEXING 

1 ®4 


Mil 6-1 U SP 
M216-1U dp 


A-l 

A-l.B-7 


A- 2 

A-2.B-8 


A-3 

A-3.B-9 


A-4 

A-4,B-10 


POS.l 
POS. 4 



TERMINAL NOS. 



LEGEND: • = Detent positions (30° indexing). 

® = Key pull possible in these 
_ positions, 

y = Stop positions. 





Terminal nos. 
marked on 
housing. For 
12 orientation see 
page 38. 



(BOTTOM VIEWS) 



KEYING 



NICKEL 
PL£TEC 
KEY5 



OPTION CODE NO. 


NO. KEYS 


KEY CODE STAMPED ON LOCK 


ORDER KEYED ALIKE 


2 (STD.) • 


2 


NO 


YES 


3 


1 


NO 


YES 


6 


2 


YES 


YES 


7 


1 


YES 


YES 



For more than one key code, master keying, replacement keys, or other special features, consult factory. 

' Std. keying features include two nickel plated brass keys ringed together, no key code no. on face of lock, all switchlocks supplied with 
the same key code 



srmrno|B]QOODD 

B 5 tumbler lock, single-bitted keys. 



LOCK TYPE 



2 Stainless Facing (Std.) 




LOCK FINISHES 

8 Gloss Black 



I 



F High Gloss Nickel Plated Facing 




M l I I HZDCHiO| [ODD 



SHORTING / NON-SHORTING CONTACTS 



N (Std.) Non-shorting contacts — break before make. 
S Shorting contacts — make before break. 
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M Series 



Half-Inch Rotary Switchlocks 



H I I HUDCMOO] [op 
Z (Std.) 



TERMINATIONS 




SP 

.150-1 I 

1 I -lJI"«-.028 DIA. 
.040 ^ (0,71?) 
(1.02) -»!|«-.020 
(0.51) 
.060-W U- 
(1.52) 

.020 THK. 
(0.51) 



DP 



.150-, , 

(3.ai)|j , — , 



.040 TYP.^J _ 
(1,02) 

.060 TYP.-»-J 
(1.52) 

.020 THK 
(0.51) 



020 TYP. 
(0.51) 



Terminals insert molded. All terminals present regardless of number of switch positions. 



i^TTi rnrHBirTfinQn 

N (Std.) 



MOUNTING STYLES 
DCLIP 



-3/4-24 UNS 





P/N 17-505-07-00 



P/N 17-505-03-00 
Panel mounting information, see page 38. 




ST 



CONTACT MATERIALS / RATINGS 



Q MOVABLE CONTACT: Non-shorting — Brass, silver plated. 
Shorting — Zinc alloy, silver plated. 
STATIONARY CONTACTS & TERMINALS: Brass, silver plated. 
RATING: Switch — 250 mA @ 125 VAC or 28 V DC. 

Carry — 6 AMPS continuous. 
(Std. with all termination options) 
G MOVABLE CONTACT: Non-shorting — Brass, with gold plate over nickel plate over silver plate. 
Shorting — Zinc, alloy, with gold plate over nickel plate over silver plate. 
STATIONARY CONTACTS & TERMINALS: Brass, with gold plate over nickel plate over silver plate. 
RATING: 0.4 VA max. @ 20 VAC or DC max. or 

Switch — 250 mA @ 125 VAC or 28 V DC. 
Carry — 6 AMPS continuous. 
Note: G contact material can be used where either dry circuit* or power conditions are encountered. 
However, when the dry circuit rating is exceeded, the gold plating is removed from the contact 
interface and the switch cannot then be used in dry circuits. 

* Dry circuit = conditions where no arcing occurs during switching, i.e., 0.4 VA max. @ 20 VAC or 
DC max. 



HOW TO ORDER 

Complete the order number below by selecting the desired model no., keying, lock type, lock finish, shorting or 
non-shorting contacts, termination, mounting style and contact material options. Place the option codes in the 
appropriate boxes of the ordering format. 

(Example: [fyMIEHIEHIHID^^ ). 

2 keying option, B five tumbler lock, 2 lock finish with stainless steel facing, N non-shorting contacts, Z terminations, 
N mounting style with nut and Q contact material are supplied if no options are specified. 



LOCK 
TYPE 



SHORTING/ MTG. 
NON-SHORTING STYLE 



M 









B 



LOCK TERMINATIONS CONT. 
FINISH MATL. 
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Y-SERIES 

Special Y-SERIES 
switchlock with 
harness, special facing 
and key for computer 
application. 






Y-SERIES 
Special Y-SERIES 
switchlock with welded 
harness. 



Y-SERIES 

New 6 tumbler tubular 
camlocks and 
switch locks— low cost, 
unique design. 




Y-SERIES 
Anti-static model with 
welded harness and 
special markings. 




Y-SERIES 
Special tubular 
switchlock with unique 
integral latch pawl and 
threaded face nut for 
computer application. 



NEW N-SERIES HIGH SECURITY SWITCHLOCKS WITH MEDECO LOCKS 

A complete line of HIGH SECURITY SWITCHLOCKS, featuring the quality MEDECO 
lock. One thru four pole switching is available, with ratings from low level to 12 AMPS 
@ 125 V AC. Many models UL/CSA listed. Consult factory with your needs. 




SECTION I 

ROTARY • SLIDE • ROCKER 
LEVER • PUSHBUTTON SWITCHES 




CM A Series ^ 



e.5 Am? SITING 

UI/C54 L15TED 



Rotary Switches 




SPECIFICATIONS 

CONTACT RATING: Switch-2.5 AMPS @ 

125 V AC or 28 V DC;150 mA @ 250 V 

AC or DC (UL/CSA). 

Carry- 5 AMPS continuous. 
ELECTRICAL LIFE: 15,000 make-and-break 

cycles at full load up to 300,000 detent 

operations. 
CONTACT RESISTANCE: Below 20 

milliohms typ. initial @ 2-4 V DC, 100 

mA, tor both silver and gold plated 

contscts 

INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. 

@ sea level. 
OPERATING TEMPERATURE: - 30°C to 85°C. 
NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



INDEXING: 30°, 45°, 90° avail., see 
MODELS, p. 45. 

MATERIALS 

HOUSING: Glass filled nylon, red. 
TOP PLATE & BUSHING: Glass filled nylon, gray. 
ACTUATOR: Glass filled nylon, gray. 
MOVABLE CONTACT: Coin silver, silver 

plated ( Q cont. mat'l.). 
STATIONARY CONTACTS & TERMINALS: 

Brass, silver plated ( Q cont. mat'l.). 
HARDWARE: Nut- Zinc, nickel plated. 
Lockwasher- Steel, bright zinc plated. 
Stop Ring- Brass, nickel plated. 



INTRODUCTION 

A selection of complete A SERIES ROTARY SWITCH order numbers is shown below and on page 44. To order alternate 
configurations, see available options on pages 45 and 46. Complete HOW TO ORDER information is on page 47. 
UL/CSA listed with all options when ordered with G or Q contact material. 



ORDER NO. 

A100-15-R-N-Z-Q 



SW. FUNCTION 

SP 12 POS. 
NO STOPS 

SPST 
SPDT 
SP 3 POS. 
SP 4 POS. 
SP 5 POS. 
SP 6 POS. 
SP 7 POS. 
SP 8 POS. 
SP 9 POS. 
SP 10 POS. 
SP 11 POS. 
SP 12 POS. 
SP 2 POS. 
90° INDEX 
SP 3 POS. 
45° INDEX 
SP 4 POS. 
90° INDEX 
SP 8 POS. 
45° INDEX 
All models 30° indexing unless 
otherwise noted. 



A101-15-R-N-Z-Q 
A102-15-R-N-Z-Q 
A103-15-R-N-Z-Q 
A104-15-R-N-Z-Q 
A105-15-R-N-Z-Q 
A106-15-R-N-Z-Q 
A107-15-R-N-Z-Q 
A108-15-R-N-Z-Q 
A109-15-R-N-Z-Q 
A110-15-R-N-Z-Q 
A111-15-R-N-Z-Q 
A112-15-R-N-Z-Q 
A114-15-R-N-Z-Q 

A115-15-R-N-Z-Q 

A124-15-R-N-Z-Q 

A125-15-R-N-Z-Q 





(1,65) 



TERM. N0S. 
MOLDED ON HOUSING 



SP MODELS 



MODEL SHOWN: A1 12 15-R-N-Z-Q 



ORDER NO. 



SW. FUNCTION 



A200 


15-R-N-Z-Q 


DP 6 POS. 
NO STOPS 


A201 


15-R-N-Z-Q 


DPST 


A202 


15-R-N-Z-Q 


DPDT 


A203 


15-R-N-Z-Q 


DP 3 POS. 


A204 


15-R-N-Z-Q 


DP 4 POS. 


A205 


15-R-N-Z-Q 


DP 5 POS. 


A206 


15-R-N-Z-Q 


DP 6 POS. 


A214 


15-R-N-Z-Q 


DP 2 POS. 
90° INDEX 


A215-15-R-N-Z-Q 


DP 3 POS. 
45° INDEX 



All models 30° indexing unless 
otherwise noted. 





2S0 
(6,35) 



TERM. N0S. 
MOLDED ON HOUSING 



DP MODELS 



MODEL SHOWN A206 1 5-R-N-Z Q 
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CK^Ta Series 



E.5 RATING 
UL/l"5£ LISTED 



Rotary Switches 



ORDER NO. SW. FUNCTION 



A300-15-R-N-Z-Q 

A301-15-R-N-Z-Q 
A302-15-R-N-Z-Q 
A303-15-R-N-Z-Q 
A304-15-R-N-Z-Q 
A314-15-R-N-Z-Q 

A315-15-R-N-Z-Q 



3P 4 POS. 
NO STOPS 

3PST 
3PDT 
3P 3 POS. 
3P 4 POS. 
3P 2 POS. 
90° INDEX 

3P 3 POS. 
45° INDEX 



All models 30° indexing unless 
otherwise noted. 



1 





TERM. NOS. 
MOLDED ON HOUSING 



3P MODELS 



MODEL SHOWN: A304-15-R-N-Z-Q 



ORDER NO. 

A400-15-R-N-Z-Q 

A401-15-R-N-Z-Q 
A402-15-R-N-Z-Q 
A403-15-R-N-Z-Q 



SW. FUNCTION 

4P 3 POS. 
NO STOPS 

4PST 
4PDT 

4P 3 POS. 





TERM . NOS. 
MOLDED ON HOUSING 



All models 30° indexing unless 
otherwise noted. 



4P MODELS 



MODEL SHOWN: A403-15-R-N-Z-Q 



PANEL MOUNTING 




.402 DIA. 
(10.210) 

, y- .125 DIA 



90 p 9 



-.059 DHL TYP. 
(1.50)8) 

a 

10 

" \ 

12° 



PC. MOUNTING 



^.059 DIA TYP. 
(1.500) 



(9.53) 

y, IN. BUSHING 



(9.53) 

METRIC BUSHING 



/ *7 CPj - . I2C 

1.^6 ^^dA~r^ 



v 4 



(7.70(8) ^_. 874 D1A ._*. 

(22,200) 

SP MODELS 



V 



.303 DIA. — H 
(7,70)8) ^. 8 74 0Ml-» 
(22.20SJ) 

DP MODELS 




3 

90° p 
I 

*7 CP 
^6 



.059 DIA TYP. 
(1.500) 



10 t> 
ID 11 \ 
" 12<J_ 



.303 D1A.T- 

(7.700) ^.874 DiA- - 
(22.20SJ) 

3P MODELS 



To* ' 

t 



\ 5 | B t" I 2 / 

ck U | j| .a 



123456789 101112 
SP MODELS 



C 

••••••••••« 

1 2 3 4 5 6 7 8 9 101112 



DP MODELS 



SCHEMATICS 



A B 
1 2 3 4 5 6 7 8 9 101112 



3P MODELS 



.303 DIA- 
(7.70)8) ^.874 

(22.20(» 

4P MODELS 



• ••••<>•••••• 

1 2 3 4 5 6 7 S 9 101112 

4P MODELS 



ACTUATOR IN POS. 1 
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A Series 



E.5 m? MTlfUG 
Ul/CSA LISTED 



Rotary Switches 



A SERIES OPTIONS 



Switches different from those shown on pages 43 and 44 can be ordered by selecting desired options which begin below. See 
HOW TO ORDER information, page 47. 



CDOOCDOO 



MODELS 



Model 

No. 

A100 

A101 

A102 

A103 

A104 

A105 

A106 

A107 

A108 

A109 

A110 

A111 

A112 

A114 

A115 

A124 

A125 



(SP models) 

Sw. Func. 

12 pos.-No stops 

ST 
DT 

3 pos. 

4 pos. 

5 pos. 

6 pos. 

7 pos. 

8 pos. 

9 pos. 

10 pos. 

11 pos. 

12 pos. 

2 pos. -90° index 

3 pos. -45° index 

4 pos. -90° index 
8 pos. -45° index 



Terms. 

A, 1-12 
A, 2* 
A, 1,2* 
A, 1-3* 
A, 1-4* 
A, 1-5* 
A, 1-6* 
A. 1-7 
A, 1-8 
A, 1-9 
A, 1-10 
A, 1-11 
A, 1-12 
A, 1,4' 
A, 1, 2, 
A, 1, 4, 
A, 1, 2, 





(DP models) 






(3P models) 




Model 






Model 






No. 


Sw. Func. 


Terms. 


No. 


Sw. Func. 


Terms. 


A200 


6 pos.-No Stops 


A,C, 1-12 


A300 


4 pos.-No Stops 


A,B,C, 1-12 


A201 


ST 


A,C,2,8 


A301 


ST 


A,B,C,2,6,10 


A202 


DT 


A, C, 1,2, 7, 8 


A302 


DT 


A,B,C,1, 2,5,6,9,10 


A203 


3 pos. 


A, C, 1-3, 7-9 


A303 


3 pos. 


A,B,C,1-3,5-7,9-11 


A204 


4 pos. 


A, C, 1-4, 7-10 


A304 


4 pOS. 


A,B,C,1-12 


A205 


5 pos. 


A, C, 1-5,7-11 


A314 


2 pos. -90° index 


A, B, C, 1, 4, 5, 8, 9, 12 


A206 


6 pos. 


A,C,1-12 


A315 


3 pos. -45° index 


A, B, C, 1, 2, 4, 5, 6, 8, 


A214 


2 pos. -90° index 


A, C, 1, 4, 7, 10 




9, 10, 12 


A215 


3 pos. -45° index 


A, C, 1, 2, 4, 7, 8, 10 




(4P models) 



"Note: Switches with C or MC terminations have 
additional terminal no. 9 as switch support only. 
This terminal is not connected electrically 
inside switch. 



Model 
No. 
A400 
A401 
A402 
A403 



Sw. Func. 

3 pos.-NoStops 

ST 

DT 

3 pos. 



Terms. 

all terms. 

A, B, C,D, 2,5,8,11 
A,B,C,D,1, 2,4,5,7,8,10,11 
all terms. 



10 

5, 7, 8, 10, 11 



All models 30° indexing unless 
otherwise noted. 



fATTnj | [oorooo 

03 



ACTUATORS 







42 METRIC 



— H h>- .060 
(1.52) 



.250 0IA 
(6,35 0) 

J'L 1 

U-.217 FLAT 
(5.51) 





.375 
(9,53) 



.500 
(12,70) 

4_ 



1.500 
(38.10) 



□ 



t 




1.500 




(38,10) 
\ 


H 







Actuators shown in POS.1., fully CCW. 



1.654 
(42.00) 



□ 



ACTUATOR- 
FLUSH j 



BUSHING 



R (Std.) M METRIC 




_ SHORTING /NON-SHORTING CONTACTS 

N (Std.) Non-shorting contacts- break before make. 
S Shorting contacts- make before break. 



Note: S shorting contacts not avail, with A114, A124, A214, A314 models. 
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&€a Series 5f#«5! 



44 P R£Tif\IB 
1-5/1 LISTED 



Rotary Switches 



TERMINATIONS 



.153- 1 
(3.89) 



.040 
(1,02) 

.020 THK. 
(0.51) 



Z (Std.) 



T I <,S I .067 

•250" J^ 2 - 2,) 

-»l U — .090 
(2.29) 

.020 THK. 
(0,51) 



MC 



MODULAR BASE FOR WAVE SOLDERING 



REMOVEABLE CUP 





STANDOFF 

.240 DIA.x.080 HIGH 
(6,1050 (2.03) 




PROTECTIVE CAP- 



Solder and clean switch base on P.C. board with other 
components, then snap on housing/actuator assembly. 
See page 47 for installation instructions. 



_ CONTACT MATERIALS 

HinirOiHiromQa 

CONTACT / TERMINAL MATERIALS 

B MOVABLE CONTACT: Copper alloy, with gold plate over nickel plate. 

STATIONARY CONTACTS & TERMINALS: Brass, with gold plate over nickel plate. 
RATING: 0.4 VA max. @ 20 VAC or DC max. 
Q MOVABLE CONTACT: Coin silver, silver plated. 

STATIONARY CONTACTS & TERMINALS: Brass, silver plated. 

RATING: Switch-2.5 AMPS @ 125 V AC or 28 V DC; 150 mA @ 250 V AC or DC (UL/CSA). 

Carry- 5 AMPS continuous. 
(Std. with all termination options) 
G MOVABLE CONTACT: Coin silver, with gold plate over nickel plate over silver plate. 

STATIONARY CONTACTS & TERMINALS: Brass, with gold plate over nickel plate over silver plate. 
RATING: 0.4 VA max. @ 20 VAC or DC max. or 

Switch-2.5 AMPS @ 125 V AC or 28 V DC; 150 mA @ 250 V AC or DC (UL/CSA). 
Carry- 5 AMPS continuous. 



Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 



ELXCrLXhQQLXrCrQ 



SEALING 



SPLASHPROOF 
BUSHING SEAL 



(None) 

No seal 



Std. with all termination 
options. 



EPOXY SEAL 



075 MAX. 
(1.91) 




K 



Both E epoxy 
terminal seal and F 
splashproof bushing 
seal. 



In 
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OK 



A Series 



S.S 44P MTING 
UL/CS4 LISTED 



Rotary Switches 



SETTING ST0PS-A112 MODELS ONLY 

The number of switch positions is adjustable on A112 models only by means of a stop ring provided with each switch. All other models: 
the number of positions is pre-set, stop ring is factory installed. 

To set stops: turn shaft fully counter-clockwise and insert stop ring tab in desired hole. Install lockwasher and nut to retain 
stop ring, even where switch is RC. mounted. For panel mounting, also install lockwasher on top of stop ring. Switch without 
stop ring has 12 positions. 



HOW TO ORDER 

Complete order numbers for selected A-SERIES models are provided on pages 43 and 44. To order 
alternate configuration, select desired model no., actuator, bushing, shorting or non-shorting contacts, 
termination, contact material and (if desired) sealing options. Pl ace the op tion codes in the appropriate boxes 
of the ordering format. Some boxes may be unfilled. (Example: | a | -i | o ] 3 | — [ 4 1 2 | — [m! — Tn~| — |c | | — li]— 

For sealing options, specify option code in SEAL box, for no seal, leave box empty. 15 actuator, R bushing, 
N non-shorting contacts, Z terminations, Q contact material and no seal are supplied if no options are 
specified. One mounting nut, lockwasher and stop ring are supplied standard. 

ULVCSA listed with all options when ordered with G or Q contact material. 

Note: Number of switch positions factory pre-set, all models except A112. See SETTING STOPS for 
installation instructions. 



BUSHING TERMINATIONS SEAL 



ACTUATOR SHORTING/ CONT 
NON-SHORTING MAT'L 

AVAILABLE HARDWARE 

Nuts, lockwashers and stop rings are available separately. To order, write part nos. and descriptions in 
word form. 

P/N DESCRIPTION 

4727- 04-201 Nut, 3/8-32 bushing (R bushing option) 
4951-00-201 Nut, 10mm metric bushing (M bushing option) 

4728- 00-202 Lockwasher 

4729- 00-201 Stop Ring 



SOLDERING, CLEANING AND ASSEMBLY INSTRUCTIONS 
FOR MC TERMINATION OPTION 

REMOVABLE CLIP/; 




SOLDERING 

1. Insert SWITCH BASE ONLY into RC board. 

2. Do not bend terminals. (fig. 2) 

3. Wave soldering recommended at 500°F solder temp. 

4. Hand solder at 500°F, 10 sec. max./terminal. 
CLEANING 

1. Flux clean using vapor degreaser and forced rinse or triple bath method. 

2. Do not allow switch base to 'trap' fluids. 

3. Freon TMC, TF or Methylene Chloride give excellent results. 
SWITCH ASSEMBLY 

1. Hold housing/shaft assembly by housing. Remove protective cap by squeezing tabs and discard. 
(Fig. 1) 

2. DO NOT PUSH ON SWITCH SHAFT. Detent mechanism will come apart. 

3. Holding switch housing, align locating tab on base with notch on housing, and engage 
4 housing latches in slots on base. (Fig. 2) 

4. Push firmly on housing until latches snap in place. 

5. Remove clip from shaft and discard. Assembly is complete. (Fig. 3) 



PANEL MOUNTING 



fPn ^ nut 

1 V-T 




LOCKWASHER 



Install switch with stop ring (if 
used) and lockwasher back of 
panel. 

Tighten hex nut from front of 
panel. 

RC. mounted switches: use hex nut 
and lockwasher to hold stop ring in 
place. 
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H Series 



Power ROTA-SLIDE® Rotary Switches 




SPECIFICATIONS 

CONTACT RATING: 12 AMPS @ 125 VAC or 

28 V DC; 6 AMPS @ 250 V AC; 1 AMP @ 

125 V DC (UL/CSA). 
ELECTRICAL LIFE; 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
CONTACT RESISTANCE: Below 10 milliohms 

typ. initial @ 2-4 V DC, 100 mA. 
INSULATION RESISTANCE: 10 s ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. 

@ sea level. 
INDEXING: 45°— one contact models, 8 pos. 

max.; two contact models, 4 pos. max. 



MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2), black. 
TOP PLATE & BUSHING: 6/6 nylon (UL 94V-2), 
black. 

ACTUATOR: 6/6 nylon (UL 94V-2), natural. 
CONTACTS: Copper, silver plated (Q cont. 
mat'l.). 

TERMINALS: Copper, silver plated (Q cont. 
mat'l.). 

CONTACT SPRING: Music wire or stainless 

St6©l 

MOUNTING NUT: Steel, zinc plated. 



NOTE Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



INTRODUCTION 

A selection of complete H SERIES POWER ROTA-SLIDE ROTARY SWITCH order numbers is shown below. To order 
alternate configuration, see available options on page 49. Complete HOW TO ORDER information is also on page 49. 



ORDER NO. SW. FUNCTION 


(one contact models) 


H100-07-RR-05-Q 


8 POS. 




No Stops 


H101-07-RR-05-Q 


ST 


H102-07-RR-05-Q 


DT 


H103-07-RR-05-Q 


3 POS. 


H104-07-RR-05-Q 


4 POS. 


H105-07-RR-05-Q 


5 POS. 


H106-07-RR-05-Q 


6 POS. 


H107-07-RR-05-Q 


7 POS. 


H108-07-RR-05-Q 


8 POS. 


(two contact models) 


H200-07-RR-05-Q 


4 POS. 




No Stops 


H201-07-RR-05-Q 


ST 


H202-07-RR-05-Q 


DT 


H203-07-RR-05-Q 


3 POS. 


H204-07-RR-05-Q 


4 POS. 



it 



TV 




.085 — 
(2.16) 

3/8-32 NEF-n 




.250 U*|l 

16.35) I _^ 

l^-.525*4U- .0 



♦i l-».130 

-.025 (3,30) 
(13.34) (0.64) 



TERM. NOS. 
MOLDED ON HOUSING 



MOUNTING NUT P/N 17-500-01-00 



MODEL SHOWN: H204-07-RR-05-Q 



SCHEMATICS 



PANEL MOUNTING 



TOP VIEWS 



POS.8 POS.1 
ANTI-ROTATION ^\ 7 / 

POS.7 



POS. 4 POS 




ANTI— ROTATION 
LUG 



/ 3 \ 
POS.5 P0S.4 

ONE CONTACT MODELS 




.130 DIA. — .365 
(3.300) ^1-^(9.27) 



.385 DIA. 
(9.780) 




TWO CONTACT MODELS 



Break before make contacts. 

Term. nos. molded on bottom of housing. 

Actuators and contacts shown in pos. 1. 

No common terminal is present. Switching 
function is provided by movable contacts 
shorting adjacent pairs of stationary 
contacts. 
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H Series 



Power ROTA-SLIDE® Rotary Switches 



H SERIES OPTIONS 

Switches different from those shown page 48 can be ordered by selecting desired options below. See 
HOW TO ORDER information. 



BE 



MODELS 



(One contact models) 



(Two contact models) 



Model No. 


Sw. Func. 


Terms. 


Model No. 


Sw. Func. 


Terms. 


Model No. 


Sw. Func. 


Terms. 


H100 


8 pos — no stops All terms. 


H105 


5 pos. 


7-8-1-2-3-4 


H200 


4 pos. — no stops All terms. 


H101 


ST 


8-1 


H106 


6 pos. 


7-8-1-2-3-4-5 


H201 


ST 


8-1,4-5 


H102 


DT 


7-8-1 


H107 


7 pos. 


All terms. 


H202 


DT 


7-8-1,3-4-5 


H103 


3 pos. 


7-8-1-2 


H108 


8 pos. 


All terms. 


H203 


3 pos. 


All terms. 


H104 


4 pos. 


7-8-1-2-3 








H204 


4 pos. 


All terms. 



07 



ACTUATOR 



.250 D1A-- 
(6.35?) 



.156 FLAT- 
(3.96) 




(6.99) 




(6.35) 



|H| I I RlRf CDBl 
RR 



MOUNTING STYLE 



Panel mount, with 3/8"-32 threaded bushing. 
Mounting nut included. 
Mounting nut P/N 17-500-01-00. 



IHI I I WoT7HffiKV| | L g] 



TERMINATIONS 



01 



05 




.110-» 
(2.80) 



.091 
(2.31) 



.325 
(8,26) 



CONTACT MATERIALS 



CONTACT / TERMINAL MATERIALS 

Q CONTACTS & TERMINALS: Copper, silver plated. 

RATING: 12 AMPS @ 125 V AC or 28 V DC; 6 AMPS @ 250 V 
AC; 1 AMP @ 125 V DC (UL/CSA). 



(2,79) 



.031 THK. 
(0,79) 



.031 THK. 
(0,79) 



HOW TO ORDER 

Complete order numbers for selected H-SERIES models are provided on page 48. To order alternate configuration select 
desired model no., actuator, mounting st yle term ination and contact material options. Place the option codes in the appropriate 
boxes of the ordering format. (Example: |h|z |q |ri4Fr7M^l^TTT-4o1 ). 
One mounting nut is supplied standard, not installed. UL/CSA listed. 



Number of positions or stops pre-set at factory. 



MTG. CONT 
MODEUSW. FUNC STYLE MAT'L 



H 



017 R R 



ACTUATOR TERMINATIONS 
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CM 



R Series 



ROTA-SLIDE® Rotary Switches 




U.S. Pat No. 4.258 237 



SPECIFICATIONS 

CONTACT RATING: 5 AMPS @ 1 25 V AC or 

28 V DC; 2.5 AMPS @ 250 V AC; 0.5 

AMP @ 125 V DC (UL/CSA). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
CONTACT RESISTANCE: Below 10 milliohms 

typ. initial @ 2-4 V DC, 100 mA, for both 

silver and gold plated contacts. 
INSULATION RESISTANCE: 10 a ohms min. 
DIELECTRIC STRENGTH: 1 ,000 V RMS min. 

@ sea level. 
INDEXING: 36°— one contact models, 10 pos. 

max.; two contact models, 5 pos. max. 

NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2), black. 
TOP PLATE & BUSHING: 6/6 nylon (UL 

94V-2), black. 
ACTUATOR: 6/6 nylon (UL 94V-2), natural. 
CONTACTS: Copper, silver plated ( Q cont. 
mat'l.). 

TERMINALS: Copper, silver plated ( Q cont. 
mat'l.). 

CONTACT SPRING: Music wireor stainless steel. 
MOUNTING NUT: Steel, zinc plated. 



INTRODUCTION 

A selection of complete R SERIES ROTA-SLIDE ROTARY SWITCH order numbers is shown below and on page 51. To order 
alternate configuration, see available options on pages 51 thru 53. Complete HOW TO ORDER information is on page 53. UL/CSA 
listed with all options when ordered with G or Q contact material. 



ORDER NO. SW. FUNCTION 

(one contact models) 



R100-07-RR-03-Q 

R101-07-RR-03-Q 
R102-07-RR-03-Q 
R103-07-RR-03-Q 
R104-07-RR-03-Q 
R1 05-07- RR-03-Q 
R106-07-RR-03-Q 
R107-07-RR-03-Q 
R108-07-RR-03-Q 
R109-07-RR-03-Q 



10 POS. 
No Stops 
ST 
DT 

3 POS. 

4 POS. 

5 POS. 

6 POS. 

7 POS. 

8 POS. 

9 POS. 



(two contact models) 



R200-07-RR-03-Q 

R201-07-RR-03-Q 
R202-07-RR-03-Q 
R203-07-RR-03-Q 
R204-07-RR-03-Q 
R205-07-RR-03-Q 



5 POS. 
No Stops 
ST 
DT 

3 POS. 

4 POS. 

5 POS. 





.085 - 
(2.16) 
3/8-32 NEF- 
.120 DIA. THD. 
(3.050) BUSHING 

.250 DIA. 
( 6.350), 





TERM. NOS. 
MOLDED ON HOUSING 



MOUNTING NUT P/N 17-500-01-00 



MODEL SHOWN: R109-07-RR-03-Q 



ORDER NO. SW. FUNCTION 



(one contact 


models) 


R100-07-RN-02-Q 


10 POS. 




No Stops 


R101-07-RN-02-Q 


ST 


R102-07-RN-02-Q 


DT 


R103-07-RN-02-Q 


3 POS. 


R104-07-RN-02-Q 


4 POS. 


R105-07-RN-02-Q 


5 POS. 


R106-07-RN-02-Q 


6 POS. 


R107-07-RN-02-Q 


7 POS. 


R108-07-RN-02-Q 


8 POS. 


R109-07-RN-02-Q 


9 POS. 


(two contact 


models) 


R200-07-RN-02-Q 


5 POS. 




No Stops 


R201-07-RN-02-Q 


ST 


R202-07-RN-02-Q 


DT 


R203-07-RN-02-Q 


3 POS. 


R204-07-RN-02-Q 


4 POS. 


R205-07-RN-02-Q 


5 POS. 




— .750- 
(19.05) (0,64) 



TERM. NOS. 
MOLDED ON HOUSING 



MODEL SHOWN R109-07-RN-02-Q 
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R Series 



ROTA-SLIDE® Rotary Switches 



'order no. sw. function 

(one contact models) 



R100-15-RS-02-Q 


10 POS. 




No Stops 


R101-15-RS-02-Q 


ST 


R102-15-RS-02-Q 


DT 


R103-15-RS-02-Q 


3 POS. 


R104-15-RS-02-Q 


4 POS. 


R105-15-RS-02-Q 


5 POS. 


R106-15-RS-02-Q 


6 POS. 


R107-15-RS-02-Q 


7 POS. 


R108-15-RS-02-Q 


8 POS. 


R109-15-RS-02-Q 


9 POS. 


(two contact models) 


R200-15-RS-02-Q 


5 POS. 




No Stops 


R201-15-RS-02-Q 


ST 


R202-15-RS-02-Q 


DT 


R203-15-RS-02-Q 


3 POS. 


R204-15-RS-02-Q 


4 POS. 


R205-15-RS-02-Q 


5 POS. 





(0.64) 



POSITION NOS. MOLDED ON HOUSING, 
ACTUATOR ARROW MARKED RED STD. 



TERM. NOS. 
MOLDED ON HOUSING 



MODEL SHOWN: R109-15-RS-02-Q 



SCHEMATICS 



TOP VIEWS 



PANEL MOUNTING 



PC MOUNTING 



ANTI— ROTATION 



P0S.3- 



P0S.5 POS. 6 



P0S.2 




/,oV 

P0S.1 POS. 10 




ONE CONTACT MODELS 



P0S.2 1 POS. 4 

P0S.1 P0S.5 

TWO CONTACT MODELS 



_3© _ 

.130 DlA. — i joo 
(3.300) /TMW7) 

.385 DIA-Vvj^ 7 
(9.78(3) 



.073 DlA. TYP 
(1.85(3) 



A 



.700 DlA. 
(1 7.78(0 



Break before make contacts. Term. nos. molded on bottom of housing. 
Actuators and contacts shown in pos.1. 



No common terminal is present. Switching function is 
provided by movable contacts shorting adjacent pairs of 
stationary contacts. 



R SERIES OPTIONS 

Switches different from those shown above and on page 50 can be ordered by selecting desired options which begin below. 
See HOW TO ORDER information, page 53. 



1 



}crKixrrCra 



MODELS 



Model No. 


Sw. Func. 


Terms 


R100 


10 pos. 


All terms. 




no stops 




R101 


ST 


1-2 


R102 


DT 


10-1-2 


R103 


3 pos. 


10-1-2-3 


R104 


4 pos. 


10-1-2-3-4 


R105 


5 pos. 


10-1-2-3-4-5 



(One contact models) 
Model No. 
R106 
R107 
R108 
R109 



Sw. Func. 

6 pos. 

7 pos. 

8 pos. 

9 pos. 



Terms. 

10-1-2-3-4-5-6 
10-1-2-3-4-5-6-7 
10-1-2-3-4-5-6-7-i 
All terms. 



(Two contact models) 



Model No. 


Sw. Func. 


Terms. 


R200 


5 pos. 


All terms. 




no stops 




R201 


ST 


1-2,6-7 


R202 


DT 


10-1-2,5-6-7 


R203 


3 pos. 


10-1-2-3,5-6-7-8 


R204 


4 pos. 


All terms. 


R205 


5 pos. 


All terms. 
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R Series 



XI 



: H 1 f mmoo 



ACTUATORS 



ROTA-SLIDE® Rotary Switches 

\ 



05 



07(Std.) 



15 



16 




.250 DIA. 
(6.350) 






Shown with RN mounting style. 



Shown with RR mounting style. 
For mounting styles without 
bushing, add .250 (6,35) to 
actuator length. 



Arrow on actuator marked red, 
std Shown with RS mounting 
style. 



Shown with RR mounting style. 
For mounting styles without 
bushing, add .250 (6,35) to 
actuator length. 



MOUNTING STYLES 



RN 



RR 



RS WITH POSITION NOS. 






PC. mount, no bushing. 



Panel mount, with 3 /a"-32 threaded 
bushing. Mounting nut included. 



PC. mount, no bushing, position numbers 
molded std. Shown with 15 actuator. 



01 



TERMINATIONS 



02 



03 




.130 

(3.30) 

.080 

(2.03) _ 



.280 
(7.11) 



.020 THK. 
(0.51) 



.062 
(1.57) 



.085 -xl 
(2.16)1 



.080 

(2.03) 



at 



,300 
(7.62) 



.046 
(1.17) 



I20 THK. 
(0.51) 
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R Series ROTA-SLIDE® Rotary Switches 

\ 



EnmcrxixrQa contact materials 



CONTACT / TERMINAL MATERIALS 

B CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. 
Q CONTACTS & TERMINALS: Copper, silver plated. (Std. with all termination options.) 

RATING: 5 AMPS @ 125 V AC or 28 V DC; 2.5 AMPS @ 250 V AC; 0.5 AMP @ 125 V DC (UL/CSA). 
G CONTACTS & TERMINALS: Copper, with gold plate over silver plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. or 5 AMPS @ 1 25 V AC or 28 V DC; 2.5 AMPS @ 250 V AC; 

0.5 AMP @ 125 V DC (UL/CSA). 

Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 



ECCDtXHIErLXrOO SEALING 

(None) E 

No seal 

Std. with all termination options. 

EP0XY SEAL>T1 ^ 
(1.91) 



HOW TO ORDER 

Complete order numbers for selected R-SERIES models are provided on pages 50 and 51 . To order alternate configuration, select 
desired model no., actuator, mounting style, termination and contact material options. Place the option codes in the appropriate 
boxes of th e orderin g for mat. Some boxes may be unfilled. 
(Example: I" U |o b l4TriV fWFi-f^T-fGl-n). 

For epoxy terminal seal, specify 'E' in SEAL box, for no seal, leave box empty. 07 actuator and Q contact material are 
supplied if no options are specified. One mounting nut is supplied standard, where applicable, not installed. 

UL/CSA listed with all options when ordered with G or Q contact material. 
Note: 

Number of positions or stops pre-set at factory. 



MTG CONT 
MODEL / SW. FUNC STYLE MAT L 



R 



ACTUATOR TERMINATIONS SEAL 
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e/c 



F Series 



Miniature ROTA-SLIDE® Rotary Switches 




U.S. Pat. No. 4.258.237 



SPECIFICATIONS 

CONTACT RATING: 4 AMPS @ 125 VAC or 28 V DC; 2 

AMPS @ 250 V AC (UL/CSA). 
ELECTRICAL LIFE: 10,000 make-and-break cycles at full 

load. 

MECHANICAL LIFE: 100,000 cycles min. 
CONTACT RESISTANCE: Below 10 milliohms typ. initial 

@ 2-4 V DC, 100 mA, for both silver and gold plated 

contacts 

INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. @ sea level. 
INDEXING: 45° or 90° - one contact models, 8 pos. max.; 

two contact models, 4 pos. max. 
Models with common term. - 90°, 4 pos. max. 
NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2). 
TOP PLATE & BUSHING: 6/6 nylon (UL 

94V-2), black. 
ACTUATOR: 6/6 nylon (UL 94V-2), 
natural 

CONTACTS: Copper, silver plated 

(Q cont. mat'l.). 
TERMINALS: Copper, silver plated 

(Q cont. mat'l.). 
CONTACT SPRING: Music wire or 

stainlsss st66l 
MOUNTING NUT: Brass, nickel plated. 



INTRODUCTION 

A selection of complete F SERIES MINIATURE ROTA-SLIDE ROTARY SWITCH order numbers is shown below and on page 55. 
To order alternate configuration, see available options on pages 56 and 57. Complete HOW TO ORDER information is on page 57. 
UL/CSA listed with all options when ordered with G or Q contact material. 01 terminations, UL listed only. 



ORDER NO. 


SW. FUNCTION 


(one contact models) 


F100-08-RS-03-Q 


8 POS. 




No Stops 


F101-08-RS-03-Q 


ST 


F102-08-RS-03-Q 


DT 


F103-08-RS-03-Q 


3 POS. 


F104-08-RS-03-Q 


4 POS. 


F105-08-RS-03-Q 


5 POS. 


F106-08-RS-03-Q 


6 POS. 


F107-08-RS-03-Q 


7 POS. 


F108-08-RS-03-Q 


8 POS. 


(two contact models) 


F200-08-RS-03-Q 


4 POS. 




No Stops 


F201-08-RS-03-Q 


ST 


F202-08-RS-03-Q 


DT 


F203-08-RS-03-Q 


3 POS. 


F204-08-RS-03-Q 


4 POS. 



All above models have 45° 
indexing. 






5/16-32 UNEF 



(6,35) 



- .065 
(1,65) 



365 
(9,27) 



230 
(5,84) 




45° INDEXING 



MOUNTING NUT P/N 17-502-02-00 



MODEL SHOWN: F100-08-RS-03-Q 



TERM. NOS. 
MOLDED ON HOUSING 



ORDER NO. SW. FUNCTION 

(one contact models) 
FA01-08-RS-03-Q DT 
FA05-08-RS-03-Q 3 POS. 

FA55-08-RS-03-Q 4 POS. 

No Stops 

(two contact models) 
FB11-08-RS-03-Q DT 

All above models have 90° 
indexing. 



4 




*-.585-» 

(1 4.86) 
.580 FLAT 
(14.73) 



4 

■ 



5/16-32 UNEF 



- .065 
(1.65) 



7 Jl1 

.250 365 f«4-_230 

(6.35) (9,27) (5,84) 



-M .625 DIA. 
(15,880) 



TERM. NOS 
MOLDED ON HOUSING 



90° INDEXING 



MOUNTING NUT P/N 17-502-02-00 



MODEL SHOWN: FA01-08-RS-03-Q 
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or 



F Series 



Miniature ROTA-SLIDE® Rotary Switches 



ORDER NO. SW. FUNCTION 

(one contact models) 

0-15-RN-02-Q 8POS. 

No Stops 
F101-15-RN-02-Q ST 
F102-15-RN-02-Q DT 
F103-15-RN-02-Q 3 POS. 
F104-15-RN-02-Q 4 POS. 
F105-15-RN-02-Q 5 POS. 
F106-15-RN-02-Q 6 POS. 
F107-15-RN-02-Q 7 POS. 
F108-15-RN-02-Q 8 POS. 

(two contact models) 
F200-15-RN-02-Q 4 POS. 



F201-15-RN-02-Q 
F202-15-RN-02-Q 
F203-15-RN-02-Q 
F204-15-RN-02-Q 
All above models he 



No Stops 

ST 

DT 

3 POS. 

4 POS. 




.350 
(8.89) 



.216 
(5.49) 



45° INDEXING 



POSITION NOS. 
MOLDED ON HOUSING 



MODEL SHOWN: F100-15-RN-02-Q 



.625 DIA. 
(15,88)5) 



TERM. NOS. 
MOLDED ON HOUSING 



ORDER NO. SW. FUNCTION 

FC00-08-RS-07-Q 4 POS. 



FC02-08-RS-07-Q 
FC03-08-RS-07-Q 
FC04-08-RS-07-Q 



No Stops 
DT 

3 POS. 

4 POS. 



All above models have 90° indexing 
with a common terminal. 



2$ 



078 DIA. 
0.980) 



W-.585-* 

(14.86) 
-M .580 FL 



9 



.187 DIA- 
(4.75(2) 



156 FLAT- 
(3.96) 



5/16-32 UNEF 



7 



.1 



.250 
(6.35) 



- .065 
(1.65) 



•-.490 

(12.45) 



(COMMON TERM.) 
1 C 



1 1 



(4.32) 




Mounting nut P/N 17-502-02-00 



90° INDEXING 
WITH COMMON 



TERM. NOS. 
MOLDED ON HOUSING 



MODEL SHOWN: FC00-08-RS-07-Q 



SCHEMATICS 
TOP VIEWS 



PANEL MOUNTING 



S.7— f Q OJ-^POS.3 

*^-ANTI-ROTATION 

POS.6 5 4 P0S.4 



PC. MOUNTING 



^45°-*^ 

\ TYP. / 



P0S.3 

ANTI-ROTATION 



POS^ 5 



.082 DIA.-^ . j. .082 DIA.— ^ j, \ / 

f] \ (5,84 ) / y\ (5,84 ) .420 DIA. M/_2. 

.318 DIA.-*^ .255 DLA.-^ -^&k 

(8.08?) (6.48S0 



TYP A 



5/16 IN. BUSHING 



1/4 IN BUSHING 



062 DIA. TYP 
(1.57t() 



POS.5 

ONE CONTACT MODELS 




o 



^ANTI-ROTATION 
" LUG 



POS.1 

TWO CONTACT MODELS 



Q) CU— P0S.2 P0S.4 
*^-ANTI-R0TATI0N 
LUG 



FA01 MODELS 
P0S.1 





P0S.2 

■ANTI-ROTATION 
LUG 



P0S.3 

FA05 MODELS 



P0S.3 

FA55 MODELS (NO STOPS) 




O CM—POS.2 

"^-ANTI-ROTATION 

LUG 




C = Common Terminal 



POS.2 

ant^— rotation Break before make contacts. Term. nos. molded on bottom of housing. Actuators and contacts shown in pos. 1. 



3 I 

POS.3 

FCXX MODELS 



F1XX, F2XX, FAXX, FBXX Models: No common terminal is present. Switching function is provided by movable contacts 
shorting adjacent pairs of stationary contacts. 

FCXX MODELS: Common terminal is present in these models. 
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F Series 



Miniature ROTA-SLIDE® Rotary Switches 



F SERIES OPTIONS 

Switches different from those shown on pages 54 and 55 can be ordered by selecting desired options which begin 
below. See HOW TO ORDER information, page 57. 



MODELS WITH 45° INDEXING 



MODELS 



(One contact models) 



(Two contact models! 



Model No. 


Sw. Func. 


Terms. 


Model No. 


Sw. Func. 


Terms. 


F100 


8 pos.-no stops 


All terms 


F200 


4 pos.-no stops 


All terms. 


F101 


ST 


1-2- 


F201 


ST 


1-2.5-6 


F102 


DT 


8-1-2* 


F202 


DT 


8-1-2.4-5-6 


F103 


3 pos. 


8-1-2-3* 


F203 


3 pos 


All terms. 


F104 


4 pos. 


8-1-2-3-4 


F204 


4 pos. 


All terms. 


F105 


5 pos. 


8-1-2-3-4-5 








F106 


6 pos. 


8-1-2-3-4-5-6 








F107 


7 pos 


All terms. 








F108 


8 pos. 


All terms. 









* Switches with 02 and 12 PC. Terminations have additional terminal no. 5 as 
switch support only. This terminal is not connected electrically inside switch. 



MODELS WITH 90° INDEXING 

(One contact models) 
Model No. Sw. Func. Terms. 
FA01 DT 8-3-1 

FA05 3 pos. 8-1-3-5 
FA55 4 pos. — no stops 7-1-3-5 

(Two contact models) 
Model No. Sw. Func. Terms. 
FB11 DT 8-1-3,4-5-7 

(SP Models with common term.) 
Model No. Sw. Func. Terms. 
FC00 SP4 pos. — no stops C-1,C-2,C-3,C-4 

FC02 SPDT C-1.C-2 

FC03 SP3pos. C-1.C-2.C-3 

FC04 SP4pos. C-1,C-2,C-3,C-4 



ffTTT H | f CDCDOn 



ACTUATORS 



07 



08 



15 



16 



.156 DIA. 
(3.980) 




«H .325 H» 
(8.26J 

L-.5B5-»L_. 
(14,86) (6.35) 



250l-«- 



.187 DIA. 
(♦.750) 



(14,86) 



.250 (*• 
6.35) 



i- .040 
Rl.02) 

4 l 

DIA.- 1 



Shown with RR mounting style; 
not avail, with RS mounting 
style. 



Must be ordered with RS 
mounting style. 



.156 DIA- 
(3.96*)) 



Shown with RN mounting style; 
not avail, with RS mounting 
style or FCXX models. 




Shown with RR mounting style; 
not avail, with RS mounting 
style. 



MOUNTING STYLES 



RN 



RR 



RS 





-1/4-40 UNS THD. 

id" 





5/16-32 UNEF THD. 

rJ' 



PC. mount, no bushing, 
position numbers molded std. 
Shown with 15 actuator, not 
avail, with 08 actuator or FCXX 
models. 



Panel mount, with 1/4" -40 threaded 
bushing. Mounting nut included. 08 actuator 
not avail. Mounting nut P/N 7002-01-201 . 



Panel mount, with 5/16"-32 threaded 
bushing. Mounting nut included. Must be 
ordered with 08 actuator option. Mounting 
nut P/N 1 7-502-02-00. 
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F Series 



rrrmnxr H 1 \ oa 



01 



111 A 

m. 



.062 Jfi 
(1.57) JL_ 028 

(2.03) l0, " J 

.020 THK. 
(0.51) 

01 terminations, 
UL listed only. 



1 

230 
fl4) 



02t 



.050 J 
(1.27) 
.080 



(2 ' 03) JL-.I 



.216 



0^7) 



.020 THK. 
(0.51) 

tNot available 
on FCXX models. 



Miniature ROTA-SLIDE® Rotary Switches 

\ 



TERMINATIONS 



02* 



.170 
C*.32)j 



•-.050 

(1.27) 

.020 THK. 
(0.51) 



"Available only 
on FCXX models. 



03 



.085 
(2.16) 



_1 



I (5,84 ) 



.080 IlU 

(1.17) 
.020 THK. 
(0.51) 



06 



.055 - 
(1.40) 
.080 H 
(2.03) 



i 

.435 
(1 1.05) 



07 

.184 — i 
(4.67) I 



12 



-.050 
(1.27) 
.020 THK. 
(0.51) 




.253 
(8.43) 



.080 -l 
(2.03) 



.409 
00^9) 



-.050 
(1.27) 



.020 THK. 
(0.51) 



AVAILABLE OPTION COMBINATIONS 





MODELS 


TERMINATIONS 


F1XX, F2XX 


FAXX, FBXX 


FCXX 


01 


• 


• 




02 


• 


• 


• 


03 


• 


• 




06 


• 






07 






• 


12 


• 







INDICATES AVAILABLE OPTION COMBINATION 



r— . CONTACT MATERIALS 

CONTACT / TERMINAL MATERIALS 

B CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 

RATING: 0.4 VA max. @ 20 VAC or DC max. 
Q CONTACTS & TERMINALS: Copper, silver plated. (Std. with all termination options.) 

RATING: 4 AMPS @ 125 VAC or 28 V DC; 2 AMPS @ 250 VAC (UL/CSA). 
G CONTACTS & TERMINALS: Copper, with gold plate over silver plate. 

RATING: 0.4 VA max. @ 20 VAC or DC max. or 4 AMPS @ 125 VAC or 28 V DC; 2 AMPS @ 250 VAC 

(UL/CSA). 

Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 
01 terminations UL listed, all other termination options UL/CSA listed. 



IF! I I rTOroCDCrQ 



SEALING 



(None) 



No seal 

Std. with all termination options. 



EP0XY SEAL-*ff f 

(1.91) 

Not available on FCXX models. 



HOW TO ORDER 

Complete order numbers for selected F-SERIES models are provided on pages 54 and 55. To order alternate configuration, 
select desired model no., actuator, mounting style, termination and contact material options. Place the option codes in the 
appropriate boxes of the ordering format. Some boxes may be unfilled. 
(Example: iFhlolol - rTTsH mm-nTfl-fBT-n). 

For epoxy terminal seal, specify 'E' in SEAL box, for no seal, leave box empty. Q contact material is supplied if no option 
is specified. One mounting nut is supplied standard, where applicable, not installed. 

UL/CSA listed with all options when ordered with G or Q contact material. Note: 01 terminations, UL listed only. 

Note: 

Number of positions or stops pre-set at factory. F100, F200, FA55, and FCOO models have full 360° rotation with no stops. 

MTG. CONT 
MODEL / SW. FUNC STYLE MAT'L 



ACTUATOR TERMINATIONS SEAL 
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V Series 



Power & Line Voltage Select Slide Switches 




SPECIFICATIONS 

CONTACT RATING: 10.1 AMPS @ 125 V AC 
or 28 V DC; 5 AMPS @ 250 V AC 
(UL/CSA). 

2.0 (0.5) AMPS @ 250 V AC, T85 (VDE). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
CONTACT RESISTANCE: Below 10 milliohms 

typ. initial @ 2-4 V DC, 100 mA. 
INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1 ,000 V RMS min. 

@ sea level. 
NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



MATERIALS 

HOUSING: 6/6 nylon (UL94V-2), black. 
TOP PLATE: 6/6 nylon (UL 94V-2), black. 
ACTUATOR: Glass filled polyester (UL 94V-0), 

01 , 02 styles black std. ; 1 2, 1 3, 1 4 styles 

red std. 

CONTACTS: Copper, silver plated. 
TERMINALS: Copper, silver plated. 
CONTACT SPRING: Music wire or stainless 
steel. 



INTRODUCTION TO UL/CSA SWITCHES 

A selection of complete UL/CSA listed V SERIES POWER & LINE VOLTAGE SELECT SLIDE SWITCH order numbers is shown 
below and on page 59. To order alternate configuration, see available options on pages 60 and 61 . Complete HOW TO ORDER 
information is on page 61. All models UL/CSA listed with all options. For VDE models, see pages 59 and 60. 



ORDER NO. SW. FUNCTION 

M t 

V101-13-SS-05-Q 9 i i f SPST 
V102-13-SS-05-Q 9 SPDT 

IA I 

V201-13-SS-05-Q 22=! DPST 

2A 2 

V202-1 2-SS-05 Q j ^ ^ DPDT 

2A 2 2B 

Note actuator voltage markings 
std. on DPDT models only. 




1.61* 
(41.00) 




- © 
+- 



1.338 
(34.00) 



UL/CSA LISTED 



-.245 x .045 
(6.22) (1.14) 



1-.0B0 

(2.03) 



r-.04O 
(1,02) 




050 DLA. 
0.270) 



I .346 TYP. < 26 ' 19 ' 
_L (8.80) 



.495 
(12.57) 



T 1 

1 — . 1 10 



(2.80) 

—.275 TYP. 
(7.00) 

TERM. NOS. 
MOLDED ON HOUSING 



o 



£0 



.032 TYP- 

<M»» -J.315L- 

(8.00) 



O 



MODEL SHOWN: V202-1 2-SS-05-Q 



ORDER NO. SW. FUNCTION 

M 1 

V101-01-SS-05-Q 9 9 SPST 

IA f IB 

V1 02-01 -SS-05-Q 'T P P SPDT 
V201-01-SS-05-Q ' * DPST 

2A 2 

M J IB 

V202-01-SS-05-Q j S f DPDT 

o o 

2A 2 2B 




UUCSA LISTED 




315 M- 
TERM. NOS- (8.00) 
MOLDED ON HOUSING 



MODEL SHOWN: V202-01 -SS-05-Q 
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V Series 



Power & Line Voltage Select Slide Switches 



ORDER NO. SW. FUNCTION 

1A I 

V101-13-MS-02-Q fril SPST 
V102-13-MS-02-Q '<^ : § SPDT 

1A 1 

V201-13-MS-02-Q ^ ■ ? DPST 



V202-12-MS-02-O 55=1 DPDT 

o oO 

24 ? 26 

Note actuator voltage markings 
std. on DPDT models only. 




I-.650 *| 
(16.50) 



230V 



1.031 
(26,19) 




UL/CSA LISTED 



245 x .045 
(6.22) (1,14) 



MODEL SHOWN: V202-12-MS-02-Q 



SB 
it 



.032 TYP.- 
(0,80) -*|.3l5l««- 

(8,00) 

TERM. N0S. 1 ' 

MOLDED ON HOUSING 



ORDER NO. SW. FUNCTION 



V101-13-MA-08-Q 
V102-13-MA-08-Q 
V201-13-MA-08-Q 



SPST 
SPDT 
DPST 



2A 2 
M T 



V202-12-MA-08-Q ? DPDT 

O O D 

2A 2 28 

Note actuator voltage markings 
std. on DPDT models only. 




.245 x .045 
(6.22) (1,14) 

1.031 - 

(26,19) 



UL/CSA LISTED 



.346 TYP- 
(8.80) 



T 

55C 
3,51 

_i 



.650 
(16,50) 




fly -r IA w 

J\ f -032 TYP. 

m (0.80) 

.157 TYP.- 1 L_ 630 _d U_ 

(4.00) 



.050 TYP- 
(1.27) 

-.276 TYP. .110 TYP.— I 
(7.00) (2.80) 



MODEL Sl- 



V202-12-MA-08-Q 



TERM NOS 
MOLDED ON HOUSING 



INTRODUCTION TO UL/CSA/VDE SWITCHES 

A selection of complete UL/CSA/VDE listed V SERIES POWER & LINE VOLTAGE SELECT SLIDE SWITCH order numbers is 
shown below and on page 60. To order alternate configuration, see available options on pages 60 and 61. Complete HOW TO 
ORDER information is on page 61. 

Although electrically and mechanically identical to UL/CSA listed switches, VDE listing requires a thicker top plate which 
increases the overall height of the switch housing by .125 (3, 18). 



ORDER NO. S.W. FUNCTION 



V801-14-SS-05-Q 
V802-12-SS-05-Q 



Note: actuator markings std. on 
all above models except SPDT. 
See ACTUATORS section. 





SPST 


ia f re 


SPDT 


2A 2 


DPST 


1A 1 IB 


DPDT 


<T T> 6 

2A 2 2B 




1.614 
(41.00) 



.650 
(16.50)/ 
h- <~ 



-.130 DIA. TYP. 
(3.300) H 



TERM. NOS. 
MOLDED ON HOUSING 



h*-.04O 

TO .02) 



.050 DIA. 
(1.27J2) 



1.338 
(34.00) 



UL/CSA/VDE LISTED 



-.245 x .045 
(6.22) (1.14) 



MODEL SHOWN: V802-12-SS-05-Q 




-.275 TYP. 
(7.00) 





o 


1.031 
(26,19) 

i 


SB 

S3 




OS 

p 






O 




.032 TYP.-»J 
(0,80) 


.315 





(8,00) 



ORDER NO. S.W. FUNCTION 



V701-02-SS-05-Q 9ni f SPST 

M I re 

V702-01-SS-05-Q ^ SPDT 



TERM. NOS. 
MOLDED ON HOUSING 



V801-02-SS-05-Q 



V802-01-SS-05-Q 



DPST 



Q_D— 

opdj 

2A 2 2B 



Note: actuator markings std. on 
SPST and DPST models. See 
ACTUATORS section. 




I .346 TYP. t 26 ' 19 ' 
_1 (8.80) 



O 



SB 



UL/CSA/VDE LISTED 



(15.75) 

MODEL SHOWN: V802-01-SS-05-Q 



.275 TYP. 032 TYP.- 
(7.00) (0.80) 



IS 



OS 



o 



.315 
(8.00) 
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V Series 



Power & Line Voltage Select Slide Switches 



^^^RDE^NO^^S^^FUNCTION 



V701-14-MS-02-Q 
V702 



'LS= SPST 



IA I 15 

SPDT 



■13-MS-02-Q 

M I 

r, a 

V801-14-MS-02-Q ,| ^ DPST 

2A 2 

to j is 

OOP 

V802-12-MS-02-Q j E DPDT 

2* 2 28 



Note: actuator markings std. on 
all above models except SPDT. 
See ACTUATORS section. 




I — .650 H 
(16,50) 



1.031 
(26.19) 



1-.620H 
(15,75) 
.040 -■ 
(1.02) 



.245 x .045 
(6.22) (1.14) 



- r-.050 TYP. 
(1.27) 



jT .346 TYP. 
I (8.80) 

_ 1 — .110 TYP. 
= (2,80) 

U-.157 
(4.00) 



.032 TYP.- 
(0.80) 



3k 



TERM. NOS. 
MOLDED ON HOUSING 



.315 
(8.00) 



UUCSA/VDE LISTED 



MODEL SHOWN: V802-12-MS-02-Q 



ORDER NO. S.W. FUNCTION 

V701-14-MA-08-Q SPST 
V702-13-MA-08-Q *i t 1 ° SPDT 
V801-14-MA-08-Q 



2A 2 

M J re 



DPST 



V802-12-MA-08-Q ^ P ? DPDT 

O O O 



Note: actuator markings std. on 
all above models except SPDT. 
See ACTUATORS section. 




r .245 x .045 
(6.22) (1.14) 



(26.19) 



.346 TYP. 
(8.80) 



33 



.650 
(16,50) 



r TYP.-t 



.157 TYP 
(4.00) 




mm 



UUCSA/VDE LISTED 



.050 TYP.- 
(1.27) 
276 TYP. .110 TYP- 
(7.00) (2.80) 



TERM. NOS. 
MOLDED ON HOUSING 



r 



MODEL SHOWN: V802-12-MA-08-Q 



PANEL MOUNTING 



P.C. MOUNTING 



1 



1.338 
(34.00) 



i 



325 
(8,26) 



.410 
(10.40) 



.315 
(8.00) 
■O- 



.140 D\K TYP. 
(3,560) 



.276 -»( 
(7,00) 



.346 TYP. 
(8,80) 



.073 DIA. TYP. 
0.850) 



ALL TERM I NATIONS EXC. 08 



.346 TYP. 
(8.80) 



.073 DIA. TYP. 
(1.850) 



08 TERMINATIONS 



V SERIES OPTIONS 

Switches different from those shown on pages 58 thru 60 can be ordered by selecting desired options from the available options 
below and on page 61 . See HOW TO ORDER information on page 61 . 



MODELS 



(UL/CSA MODELS)* 
Model No. Sw. Func. 

V101 SPST 
V102 SPDT 
V201 DPST 
V202 DPDT 



(UL/CSA/VDE MODELS)' 
o. Sw. Func. 

V701 SPST 
V702 SPDT 
V801 DPST 
V802 DPDT 



■See CONTACT MATERIALS section for complete contact ratings and agency listings. 
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V Series 



Power & Line Voltage Select Slide Switches 



.157 
(4.00) 



02 , 57 

(4.00) 

S3 
i 




13 



ACTUATOR 
TOP FLUSH 



.045 -i 

r 



Act. color black. 



Act. color black with 
white markings std. 



Act. color red with 
white 115V-230V 
markings std. 



14 



i 




-.245 
(6.22) 

Act. color red. 



Act. color red with 
white markings std. 



Voltage markings on actuator std. on all V202. V802 models with screwdriver slot actuators. 
On-Off markings on actuator std. on all V701, V801 models. 



iyrrn ro rT~k = P® 



MOUNTING STYLES 



MA RC. mount, side actuated. (Available with 08 
terminations only.) 

MS RC. mount, top actuated. (08 termination not 
avail.) 



SL Panel mount with mounting ears, side actuated. 

(Available with 08 terminations only.) 
SS Panel mount with mounting ears, top actuated. 

(08 termination not avail.) 



IVI I I H~T~HTt £ 



TERMINATIONS 



02 



04 



05 



i— .157 

(2.80) -»JU— .( 



r 

.288 
(7.32) 



AS 



.050 DIA. 
(1.300) 



050 
(1.27) 
032 THK. 
(0.80) 



445 

1 1 .30) 



(2.80) 



.no— Ji iL- 

" -—i U— .050 



— .040 
(1.02) 



(2.80) 



3 



L .091 
(2.31) 



.275 
(7.00) 



(1.27) 



.032 THK. 
(0.80) 



.032 THK. 
(0.80) 

Fits .110 in. 

quick connector. 





.050 TfP.-m 1 1 «— ♦ 

(1.27) 
.110 TYP- 
(2.80) 



f-,157 T> 
I J (4.00) 



IVI I I HZCHXrCPfQl 



CONTACT MATERIALS 

CONTACT / TERMINAL MATERIALS 

Q CONTACTS & TERMINALS: Copper, silver plated 
RATINGS: 

V101, V102, V201, V202 MODELS: 

10.1 AMPS @ 125 V AC or 28 V DC; 5 AMPS @ 250 V AC (UL/CSA). 
V701, V702, V801, V802 MODELS: 

10.1 AMPS @ 125 V AC or 28 V DC; 5 AMPS @ 250 V AC (UL/CSA). 

2.0 (0.5) AMPS @ 250 V AC, T85 (VDE). 



HOW TO ORDER 

Complete order numbers for selected V-SERIES models are provided on page 58 thru 60. To order alternate configuration, 
select desired model no., actuator, mounting style, te rminatio n and conta ct m aterial options. Place the option codes in the 
appropriate boxes of the ordering format. (Example: I v I g I o 1 2 1 — roTTT — |m|s | — | ° I ^ I — fol ). 

V101 , V102, V20, and V202 models are UL/CSA listed with all options V701 , V702, V801 , and V802 models are UL/CSA/VDE 
listed with all options. 



MODEUSW. FUNC 



MTG. 
STYLE 



CONT 
MAT L 



- Q 



ACTUATOR 



TERMINATIONS 



Splashcap available for PC. mounted V-SERIES switches to provide splash protection during soldering and cleaning processes. 
See page 93. 
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S Series 



Slide Switches 




U.S. Pat. No. 4.258,237 



SPECIFICATIONS 

CONTACT RATING: 

S1XX, S2XX MODELS: 6 AMPS @ 125 

V AC or 28 V DC; 6 AMPS @ 250 V AC; 
1 AMP @ 125 V DC (UL/CSA). 
S5XX, S6XX MODELS: 12 AMPS @ 125 

V AC or 28 V DC; 6 AMPS @ 250 V AC; 
1 AMP @ 125 V DC (UL/CSA). 
S7XX, S8XX MODELS: 15 AMPS @ 125 

V AC or 28 V DC (UL/CSA). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
CONTACT RESISTANCE: Below 10 milliohms 

typ. initial @ 2-4 V DC, 100 mA, for both 

silver and gold plated contacts. 
NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



INSULATION RESISTANCE: I0 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. 
@ sea level. 

MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2), black. 
TOP PLATE: 6/6 nylon (UL 94V-2), black. 
ACTUATOR: 6/6 nylon (UL 94V-2), black std. 
CONTACTS: Copper, silver plated ( Q cont. 
mat'l.). 

TERMINALS: Copper, silver plated ( Q cont. 
mat'l.). 

CONTACT SPRING: Music wire or stainless 
steel. 



INTRODUCTION 

A selection of complete S SERIES SLIDE SWITCH order numbers is shown below thru page 64. To order alternate 
configuration, see available options on pages 65 thru 67. Complete HOW TO ORDER information is on page 67. 
UL/CSA listed with all options when ordered with G or Q contact material. 



ORDER NO. SW. FUNCTION 

(15 AMP MODELS*) 

5701- C2-1-S2-07-Q SPST 

5702- C2-1-S2-07-Q c i-* ) 9 SPDT 



5711- C2-2-S2-07-Q 

5712- C2-2-S2-07-Q 

5801- C2-1-S2-07-Q 

5802- C2-1-S2-07-Q 



Q A 



SPST 
SPDT 
DPST 



— 



4 S fi 

( e / in Indicates Momentary) 



'See SPECIFICATIONS for 
complete contact ratings. 



DPDT 



10 



15 AflP RATING 




680— H 
(17,27) 



1 .240 
(31,50) 



.375 
(9.53) 



.775 
(19,69) 



^ — .180 
(4,57) 
TRAVEL 



.180-1 
(4.57) 




15 AMP SNAP-IN MODELS 



.1 1 0x. 030 TYP. 
(2.79) (0.76) 



TERM. N0S. FOR 
REFERENCE ONLY 



•-.535 *■ 

(13,59) 



-.150 TYP 
(3,81) 



300 
(7.62) 



PAT. PENDING 



MODEL SHOWN: S802-C2-1-S2-07-Q 



See page 65 for mtg. info. 



ORDER NO. SW. FUNCTION 

(15 AMP MODELS') 

5701- C2-1-S2-WC-Q V _j SPST 

' i 3 

5702- C2-1-S2-WC-Q ^m£=^ SPDT 



r0 



15 Am? RUTINS 

hm— .680— H 
(17.27) 

J JH_ m 



5711- C2-2-S2-WC-Q 

5712- C2-2-S2-WC-Q 

5801- C2-1-S2-WC-Q 

5802- C2-1-S2-WC-Q 



* 5 



SPST 
SPDT 
DPST 
DPDT 



Indicates Momentary) 




Z 16 AWG 
INSULATED 
WIRE 



•-.535 -» 

(13.59) 



-.150 TYP. 
(3.81) 



TERM. NOS. FOR 
REFERENCE ONLY 



•See SPECIFICATIONS for 
complete contact ratings. 



15 AMP SNAP-IN MODELS 



See page 65 for mtg. info. 



PAT. PENDING 



MODEL SHOWN: S802-C2- 1 -S2-WC-Q 
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S Series 



Slide Switches 



ORDER NO. SW. FUNCTION 

(12 AMP MODELS*) 

S501-03-1-SS-03-Q ^ i SPST 



S502-03-1-SS-03-Q 
S601-03-1-SS-03-Q 



SPDT 
DPST 



S602-03-1-SS-03-Q J ^ DPDT 



•See SPECIFICATIONS for 
complete contact ratings. 




5 



.530 
(13.46) 



1.375 
(34,93) 



1.125 
(28.58) 



7 s 

£— 1 ATI 



.280 - 
(7,11) 



_i 

:i 



.280 
(7,11)( 



U-.220 
(5.59) 
140 DIA. TYP. 
(3.560) 



.335 - 
(8,51) 



-.300 TYP. 
P.62) 



3D ' 

~T^.250 TYP. 
- ^l (6.35 ) 



- .052 
(1.32) 



TERM. NOS. FOR 
REFERENCE ONLY 




(22 99) 



12 AMP MODELS 



MODEL SHOWN: S602-03-1-SS-03-Q 



ORDER NO. SW. FUNCTION 

(12 AMP MODELS') 

5601- 03-1-TS-03-Q SB. DPST 

l 2 3 

n n o 

5602- 03-1-TS-03-Q j ^ | DPDT 




1.420 
(36,07) 



1.125 
(28,58) 



Jl 



.530 
(13,46) 



Jl 



/ (5. 
^.100 DIA. TYP 



•See SPECIFICATIONS for 
complete contact ratings. 



12 AMP MODELS 
DP MODELS ONLY 



-.220 
3.59) 
-.100 DIA. TYP. 
(2.540) 



.280 
(7,11) 



.335 - 
(8,51) 



ACCEPTS SELF— - 
TAPPING SCREWS., 



-T .250 TYP. 
5- (6.35) 



-e 

4 

o 

L 



f; 

.905 - 
(22,99) 

j_ 4 




I I 

I 1 

I I 

8 1 

.i b 



.100 
(2,54) 



-*J .300 U- 
(7.62) 



TERM. NOS. FOR 
REFERENCE ONLY 



MODEL SHOWN: S602-03-1-TS- 03-Q 



ORDER NO. SW. FUNCTION 

(6 AMP MODELS*) 



S101-03-1-: 



SS-03-Q 9 V SPST 



SPST 



5111- 03-2-SS-03-Q 
S102-03-1-SS-03-Q ^ SPDT 

* 7 J 

5112- 03-2-SS-03-Q " SPDT 



5201- 03-1-SS-03-Q J ft DPST 

5202- 03-1-SS-03-Q J b U DPDT 



Indicates Momentary) 




1.375 
(34.93) 



1.125 
(28.58) 



(13.46) 



5? 



.280 - 
(7.11) 



_i 



7*^ 

.140 DIA. TY 



(4.57) 
TRAVEL 



220 
(5.59) 
TYP. 



4_ 

.280 
(7,11) 

rl 



.335 - 
(8,51) 



-.300 TYP. 
(7,62) 



.250 TYP. 
, (6,35 ) 



- .052 
(1.32) 



TERM. NOS. FOR 
REFERENCE ONLY 




.905 
(22 99) 



•See SPECIFICATIONS for 
complete contact ratings. 



6 AMP MODELS 



MODEL SHOWN: S202-03-1-SS-03-Q 
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CiK 



S Series 



Slide Switches 



ORDER NO. SW. FUNCTION 

(6 AMP MODELS') 

S201-03-1-TS-03-Q gg DPST 



S202-03-1-TS-03-Q 



■My? 



DPDT 



•See SPECIFICATIONS for 
complete contact ratings. 




r*.530 *i 

13.46) 



1.420 
(36.07) 



1.125 
(28.58) 




A 



K220 
(5.59) 
-.100 DIA. TYP. 
(2.540) 



.280 
(7.11) 

r 



.335 - 
(8.51) 



ACCEPTS SELF- 
TAPPING SCREWS, 



L 



.250 TYP. 
(6,35) 



f: 

.905 • 
(22.99) 

L 4 




100 
(2,54) 



-J .300 U- 
(7.62) 



TERM. NOS. FOR 
REFERENCE ONLY 



6 AMP MODELS 
DP MODELS ONLY 



MODEL SHOWN: S202-03-1-TS-03-Q 



ORDER NO. SW FUNCTION 
(6 AMP MODELS*) 

SPST 



S101-03-1-MS-02-Q 
S111-03-2-MS-02-Q 



SPST 



S102-03-1-MS-02-Q ImQ ° SPDT 



S112-03-2-MS-02-Q 

5201- 03-1-MS-02-Q 

5202- 03-1-MS 02-Q 



SPDT 



DPST 



^ DPDT 




«-.530«H 

(13.46) 



y-ts 



.280 - 
(7.11) 



i_ 

.280 j 
(7.11) 

fl 



220 
(5.59) 



.335 -4 
(8.51) 



.250 
(6.35) 



..250 TYP. 
- 5 (6.35 ) 



.905 
(22 99) 



■*i U-.no 

(2.79) 



-»j .300 l»- 



(7.62) 



TERM. NOS. FOR 
REFERENCE ONLY 



Indicates Momentary) 



'See SPECIFICATIONS for 
complete contact ratings. 



6 AMP MODELS 



MODEL SHOWN: S202-03-1-MS-02-Q 



ORDER NO. SW. FUNCTION 
(6 AMP MODELS') 

I } J 

S103-03-1-MS-02-Q P s < SP3T 

S203-03-1-MS-02-Q 



DP3T 





».500» 

(12.70) 



X-.222 TYP. 
_ JL (5.64) 
TRAVEL 



.405 M- 

(10.29) 



"T 



•-.220 

(5.59) 



.280 
(7.11) 

r' 



.335 - 
(8.51) 



, .250 TYP. 
LZ . (6.3 5) 



1.1 25 6 
(28 58) 



I I 



i i 



J-iLU' 



.250 
(6.35) 



-H .300 h*- 
(7.62) 
TERM. NOS. FOR 
REFERENCE ONLY 



See SPECIFICATIONS for 
complete contact ratings. 



6 AMP MODELS 



MODEL SHOWN: S203-03-1-MS-02-Q 
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or 



S Series 



Slide Switches 



PANEL MOUNTING 



PC. MOUNTING 



1.125 
(28.58) 



<i>" 




-.230 
(5.84) 



.470 
(1 1,94) 

1 

-.150 DIA. TYP. 
(3.810) 



r*-.550-» 

(13,97) 



1.125 
(28,58) 



.300 
7,62) 



300 
(7,62) 



.250 TYP. 
(6,35) 

1 



.073 DIA. 
(1,850) 



.250 TYP. 
(6,35) 



.073 DIA. TYP. 
(1.850) 



SS, TS, MOUNTING STYLE 



S1-S9 MOUNTING STYLES 

Panel thickness: .020 (0,51) to .200 (5,08). 



S SERIES OPTIONS 

Switches different from those shown on pages 62 thru 64 can be ordered by selecting desired options which begin below. See 
HOW TO ORDER information, page 67. 



[s 



}LXrO{XHXnQOa 
(6 AMP MODELS') 



Model No. 

S101 

S111 

S102 

S112 

S103 

S201 

S202 

S203 



Sw. Func. 

SPST 

SPST-Momentary 
SPDT 

SPDT-Momentary 

SP3T 

DPST 

DPDT 

DP3T 



MODELS 

(12 AMP MODELS') 

Model No. Sw. Func. 

5501 SPST 

5502 SPDT 

5511 SPST— Momentary 

5512 SPDT— Momentary 

5601 DPST 

5602 DPDT 



(15 AMP MODELS') 

Model No. Sw. Func. 

5701 SPST 

5702 SPDT 

5711 SPST— Momentary 

5712 SPDT— Momentary 

5801 DPST 

5802 DPDT 



Note: 15 AMP models available with 
S1-S9 mounting styles only. 



•See CONTACT MATERIALS for complete contact ratings. See 
SW. FUNCTION schematics for terminal nos. 



iim^OOammocrO 



03 (std.) 



04 



.335 + 
(8,51) 1 



T 



C1-C9tt 



.500 + 
(12.70) 1 



09 



ACTUATORS 



10 



12 



13 



.750 + 
(19.05) 1 



230] ' 

.278 t[ 
(7,06) £[ 



I-.050 + 
(1,27) 1 



.278 1 



«- f .063 
(1.50) 



.375 
(9,53) 



1 



.775 
(19,69) 



-.200 
(5.08) 



OPTION 
CODE 


CAP 
COLORS 


C1 


White 


C2 


Black (Std.) 


C3 


Red 


C4 


Orange 


C5 


Yellow 


C6 


Green 


C7 


Blue 


C8 


Brown 


C9 


Gray 



C1-C9 ACTUATOR COLORS 

Select actuator cap color from chart. Place option codes in appropriate 
boxes of ordering format. Finish: matte. If no color is specified, black will 
be supplied. Colored actuator caps may also be ordered separately and 
user installed. See page 67. 



.220 ■* 
(5,59) 



White 115-230 markings std. 



.220 
(5.59) 



.278 

(7 ,06) r r 

«•- J L .063 
(1,50) 



1- 050 + 

(1.27) 1 



Without markings. 



All actuators: black std.; other colors avail., consult factory. 
03-10 actuators: alternate heights avail., consult factory 
12-13 actuators: Avail, with DPST, DPDT models only. 

t Subtract .090 (2,29) on models with S1-S9 mounting style, 
tt Avail, only with S1-S9 mounting style. 



Exam] ttoroopg 



DETENT 



With Detent 



Std. with S101, S102, S103, S201, S202, S203, S501, S502, S601, S602, S701, S702, S801, S802 models. 



2 Without Detent Std. with S111, S112, S511, S512, S711, S712 models. 
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or 
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Slide Switches 



fsrm mo j 1 [ mooa 



MOUNTING STYLES 



MS P.C. mount. (Recommended with 02 or 04 terminations) Not available 
with S7XX or S8XX models. 

SS Panel mount with mounting ears. (Not available with SXX3 3 position or 
S7XX, S8XX models.) 



TS 



Panel mount with integral mounting ears, accept self-tapping screws. 
(Not available with SXX3 3 position or S7XX, S8XX models.) 



HOUSING TOP 
PLATE COLOR 

Select top plate color from 
chart. Place option codes in 
appropriate boxes of ordering 
format. Finish of housing top 
plate: matte. If no color is 
specified, black will be supplied. 



S1 -S9 Snap-In mounting style. (Not avail, with SXX3 3 position models.) 

Select top plate color option from chart. Black std. Avail, with 07, 57. 
WC and WR terminations only. Available with S7XX, S8XX models only. 



OPTION 
CODE 


TOP PLATE 
COLOR 


S1 


White 


S2 


Black (Std.) 


S3 


Red 


S4 


Orange 


S5 


Yellow 


S6 


Green 


S7 


Blue 


S8 


Brown 


S9 


Gray 



[sTTTX TrOLX H I \ OOQ 



TERMINATIONS 




02 



.100 
(2.54) 

.110 
(2,79) 



■+J U-.t 



.250 
1.36) 



(1.57) 



03 



.070 DIA. 
(1.780) 



-J I .300 
id (7.62) 

,,0-J £T 

(2,79) 



04 



loonn r 



(2,79) 



062 
(1,57) 



07 



.046 DIA.-N 
(1.22(3) ^ 

.110* 

(2.79) 



.363 
9.22) 



WC 



.50 ¥ 
(12.7) I j 



6.00 
1(152,4) 



02 and 04 terminations 
recommended with 
MS mounting style. 



Recommended with 
DP models only. 



Note: all terminals on S1XX, S2XX models .020 (0,51) thk.; 

all terminals on S5XX, S6XX, S7XX, S8XX models .031 (0,79) thk.; 
07, 57 terminals avail, on S5XX, S6XX, S7XX, S8XX models only. 
S1-S9 mounting style avail, with 07, 57, WC and WR terminations only. 



18AWG wire for S1XX 
and S2XX models. 16 
AWG wire for all other 
models. Black wire 
std., other colors and 
lengths avail., consult 
factory. 



REVERSING SWITCH OPTION 



DPST and DPDT models only are available 
with two diagonal terminal jumper strips, 
providing reversing capability. Select 
desired termination option from chart. 



SHORTING BARS 




INSULATORS 



REVERSING SWITCH TERMINATION OPTIONS 


OPTION CODE 


DESCRIPTION 


51 


01 terms. + reversing feature 


52 


02 terms. + reversing feature 


53 


03 terms. + reversing feature 


54 


04 terms. + reversing feature 


57 


07 terms. + reversing feature 


WR 


WC terms. + reversing feature 



mri moLXrmQoQ 

(NONE) (STD.) 



m m 




TOP PLATE MARKINGS 

Available with S1-S9 mounting style only. 

L 



M 




N 




D, L M MARKING OPTIONS: Marking color white std. for all top plate colors 
(except white and yellow top plates: marking color black std.). 

N MARKING OPTION: Marking color red std., all top plate colors. 

Other marking colors avail., consult factory. 
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S Series 



rjrxnmomairaoO 


SEALING 




(None) 


E 




No seal 


EPOXY 


Std. with all termination options. 




0.91) 




Not avail 


with reversing switch termination options. 



EnxHznroaxrroQa 



CONTACT MATERIALS 



Slide Switches 

\ 



CONTACT / TERMINAL MATERIALS 

B CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. 
Q CONTACTS & TERMINALS: Copper, silver plated. (Std. with all termination options.) 

RATING: S1XX, S2XX MODELS: 6 AMPS @ 125 V AC or 28 V DC; 6 AMPS @ 250 V AC; 1 AMP @ 125 V DC (UL/CSA). 

S5XX, S6XX MODELS: 12 AMPS @ 125 V AC or 28 V DC; 6 AMPS @ 250 V AC; 1 AMP @ 125 V DC (UL/CSA). 
S7XX, S8XX MODELS: 15 AMPS @ 125 V AC or 28 V DC (UL/CSA). 
G CONTACTS & TERMINALS: Copper, with gold plate over nickel plate over silver plate. 

RATING: S1XX, S2XX MODELS: 0.4 VA max. @ 20 V AC or DC max. or 6 AMPS @ 125 V AC or 28 V DC; 6 AMPS @ 250 V AC; 1 AMP @ 
125 V DC (UL/CSA). 

S5XX, S6XX MODELS: 0.4 VA max. @ 20 V AC or DC max. or 12 AMPS @ 125 V AC or 28 V DC; 6 AMPS @ 250 V AC; 1 AMP @ 
125 V DC (UL/CSA). 

S7XX, S8XX MODELS: 0.4 VA max. @ 20 V AC or DC max. or 15 AMPS @ 125 V AC or 28 V DC (UL/CSA). 
Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 



HOW TO ORDER 

Complete order numbers for selected S-SERIES models are provided on pages 62 thru 64. To order alternate configuration, 
select desired model no., actuator, detent, mounting style, termination, top plate markings (with S1-S9 mtg. style only) and contact 
material o ptions. Pla c e the opti on co d es in the appropriate boxes of the ordering format. Some boxes may be unfilled 
(Example: i S 1 2 1 1 2 KoT4l HT|- fTlsH5T3l Hn-|Ql^ ). 

For epoxy terminal seal, specify 'E' in seal box, for no seal, leave box empty. Q contact material and no seal are supplied if no 
options are specified. 

UL/CSA listed with all options when ordered with G or Q contact material. 

CONT. 

MODEL/SW FUNC DETENT TERMINATIONS MAT'L. 

KDfflOfflmOOO 

ACTUATOR MTG. STYLE MARKING SEAL 



GLAMOR CAPS 

Add distinctive style at low cost. 
Specify part no. for desired color. 



FITS 03 ACTUATOR 



TYPICAL INSTALLATION 




Finish: Gloss 




Note: Full actuator 
engagement approx. 
.235 (5, 97). 



Part No. 


Color 


Part No. 


Color 


12-100-01-01 


White 


12-100-01 06 


Green 


12-100-01-02 


Black(STD) 


12-100-01-07 


Blue 


12-100-01-03 


Red 


12-100-01-08 


Brown 


12-100-01-04 


Orange 


12-100-01-09 


Gray 


12-100-01-05 


Yellow 







FITS C1-C9 ACTUATOR 



TYPICAL INSTALLATION 



.375 
(».«) 




Caps avail, separately to fit C1-C9 actuators. Specify 
part no. for desired color. Will only fit C1-C9 actuators, 
avail, only on switches with S1-S9 mounting style. 
Finish: matte. 



Part No. 


Color 


Part No. 


Color 


12-111-01-00 


White 


12-111-06-00 


Green 


12-111-02-00 


Black{Std.) 


12-111-07-00 


Blue 


12-111-03-00 


Red 


12-111-08-00 


Brown 


12-111-04-00 


Orange 


12-111-09-00 


Gray 


12-111-05-00 


Yellow 
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L Series 



Miniature Slide Switches 




SPECIFICATIONS 

CONTACT RATING: 4 AMPS @ 125 V AC or 
28 V DC; 2 AMPS @ 250 V AC; 0.5 AMP 
@ 125 V DC (UL/CSA). 

ELECTRICAL LIFE: 10,000 make-and-break 
cycles at full load. 

MECHANICAL LIFE: 100,000 cycles min. 

CONTACT RESISTANCE: Below 10 milliohms 
typ. initial @ 2-4 V DC, 100 mA, for both 
silver and gold plated contacts. 

INSULATION RESISTANCE: 10 9 ohms min. 



DIELECTRIC STRENGTH: 1,000 V RMS min. 
@ sea level. 

MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2), black. 
TOP PLATE: 6/6 nylon (UL 94V-2), black. 
ACTUATOR: 6/6 nylon (UL94V-2), black std. 

(00, 13 actuators, natural std.) 
CONTACTS: Copper, silver plated ( Q cont. 

mat'l.). 

TERMINALS: Copper, silver plated ( Q cont. 
mat'l.). 

CONTACT SPRING: Music wire or stainless steel. 



U.S. Pat. No. 4,258,237 



NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



INTRODUCTION 

A selection of complete L SERIES MINIATURE SLIDE SWITCH order numbers is shown below thru page 70. To order alternate 
configuration, see available options on pages 70 thru 73. Complete HOW TO ORDER information is on page 73. UL/CSA listed with 
all options when ordered with G or Q contact material. 01 terminations, UL listed only. 



ORDER NO. 


SW. FUNCTION 


L101-01-1-SS-03 


Q 


<L£=> 


SPST 


L111-01-2-SS-03 


Q 




SPST 


L102-01-1-SS-03 


Q 




SPDT 


L112-01-2-SS-03 


Q 




SPDT 


L201-01-1-SS-03 


Q 




DPST 



L202-01-1-SS-03-Q. 



DPDT 



( ' 



Indicates Momentary) 





-.125 
(3.18) 



MODEL SHOWN: L202-01-1-SS-03-Q 



TERM. NOS. FOR 
REFERENCE ONLY 



ORDER NO. SW FUNCTION 

L101-01-1-MS-02-Q SPST 
L111-01-2-MS-02-Q 
L102-01-1-MS-02-Q 
L112-01-2-MS-02-Q 
L201-01-1-MS-02-Q. 



SPST 
4-2=9 SPDT 
9zAJ SPDT 

6-5= 



DPST 



L202-01-1-MS-02-Q 



( v t 1 1\ Indicates Momentary) 



DPDT 




.760 
(19.30) 



.425 
(10,60 



M-.isu 
TRAVEL 



.200- 
(5.08) 




["•-.125 

(3.18) 



.225 -*H 
(5.72) 3 



5.08) }p I 

.200 -J [*■») 

(5 '° 8) .226*1 Ul' 
(5.74) 



070 TYP. 
78) 



TERM. NOS. FOR 
REFERENCE ONLY 



MODEL SHOWN: L202-01-1-MS-02-Q 



ORDER NO. SW. FUNCTION 



L111-13-2-MV-02-Q 
L112-13-2-MV-02-Q 
L211-13-2-MV-02-Q 

L212-13-2-MV-02-Q 



p 

( v i it Indicates Momentary) 



SPST 
SPDT 
DPST 



DPDT 



ft 



.122 0IA.-+-*) f*- 
(3. «W 1_J_L_ 



I 



.130 TRAVEL- 
(3.30) 



.330 
(8.38) 



.760 
(19^30) 



-•J .425 
(10.80) 

Available with 6 cap styles in 
9 colors, see ACTUATOR options. 




it 



-.070 TYP. 
(1.78) 



-U225U- 

(5,72) 



TERM. NOS. FOR 
REFERENCE ONLY 



MODEL SHOWN: L212-13-2-MV-02-Q 
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L Series 



Miniature Slide Switches 



ORDER NO. SW. FUNCTION 
L101-02-1-ML-04-Q SPST 

L111-02-2-ML-04-Q ^ SPST 

L1 02-02- 1-ML-04-Q 1 f ^ SPDT 

L112-02-2-ML-04-Q 9. i> 9 SPDT 
( Indicates Momentary) 




400 
(10.16) 



.760 . 
(19,30)f 

y 



(8.51) 



r .200 
_I(5.08) 



"T 



TRAVEl 



- .070 
(1.78) 



.187 TYP.-, 

.412 (*- 
10.46)| 



SP MODELS ONLY 



.125*1 
(3,18) 

.256 



.100 
(2.54) 



21 E> 
I 



(6.50) 



MODEL SHOWN: L102-02-1-ML-04-Q 



.100 TYP. 
(2.54) 
-.215 
(5,46) 



TERM. NOS. FOR 
REFERENCE ONLY 



ORDER NO. SW. FUNCTION 



< 5 

L202-02-1-MA-04-Q DPDT 




rK550-» 
(13,97) 



.800 
(20,32) 



-.335 
(8.51) 



.200^ 
(5.08) 



.130 
(3,30) 
TRAVEL 



.181 TYP- 
(4.60) 
.412 (■*- 
(10.46 )| 



.125 
(3.18) 



DP MODELS ONLY 



.100 -* 
(2.54) 



(6.50) 



MODEL SHOWN: L202-02-1-MA-04-Q 



.100 TYP. 
(2.54) 
-.215 
(5,46) 



61 3D 
5D 2| 
41 11 

-»J.272U- 
(6.91) 



TERM. NOS. FOR 
REFERENCE ONLY 



ORDER NO. 

L103-02-1-MA-04-Q 

L113-02-1-MA-04-Q 



SW. FUNCTION 

2 3 




SP3T 



SP3T 



L123-02-2-MA-04-Q w ' I SP3T 

( y / / * Indicates Momentary) 




1 



400 
(10,16) 



.941 

(23,90) 



.335 
(8.51) 



r -200 

_i(5,08) 
1 



.160 TYP. 
TRAVEL 



.181 TYP.- 
(4.60) 
.412 (■»- 
(10.46)| 

»_4 

' 3 



i 



.100 
(2.54) 



SP MODELS ONLY 



.125 
(3,18) -»4 
.256 - 
(6,50) 



MODEL SHOWN: L103-02-1-MA-04-Q 



D -»H 



.100 TYP. 
(2,54) 

-.215 

(5.46) TERM. NOS. FOR 
REFERENCE ONLY 



ORDER NO. SW. FUNCTION 

L103-01-1-TS-03-Q >' 'f S 

X 2 3 4 

L113-01-1-TS-03-Q 
L1 23-01 -2-TS-03-Q 



L203-01-1-TS-03-Q ,i , . DP3T 

( cm Indicates Momentary) 






160 TYP. 
(4.06) 
TRAVEl 




.100 D1A. TYP- 

(2,5451) 
.125 R. TYP.- 
(3,18) 




(21.34) 6 



.200 M 
(5,08) 



.225 
(5.72) 



-*4 .358 W- (4.60) 
(9,09) 



.324 
(8.23) 



TERM. NOS. FOR 
REFERENCE ONLY 



MODEL SHOWN: L203-01-1-TS-03-Q 
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L Series 



Miniature Slide Switches 



ER NO. SW. FUNCTION 

L103-01-1-MS-02-Q P 4jr 1 SP3T 



L123-01-2-MS-02-Q fr* 



(SP3T 




Indicates Momentary) 




.160 TYP 



r 



.425 
(10.80) 



.125 - 
(3.18) 



.941 
(23,90) 




.225 -H 
(5.72) I 



I I 4 



TERM. NOS. FOR 
REFERENCE ONLY 



3 POS. MODELS 



MODEL SHOWN: L203-01-1-MS-02-Q 



ORDER NO. SW. FUNCTION 



L104-01-1-MS-02-Q 

6= 

L204-01-1-MS-02-Q 



SP4T 



DP4T 



8 7 8 9 






.200 -t 
(5,08) 



.225 -1 
(5,72) 



4 POS. MODELS 



*J U4-.076 TYP. 
K- (1,93) 

-tj U- 232 TERM - N0S ' FOR 
(5 89) REFERENCE ONLY 



MODEL SHOWN: L204-01-1-MS-02-Q 



RC. MOUNTING 



PANEL MOUNTING 



.181 TYP 
(4.60) 

.225 f*> 

(5,72) -©- 



] 



.181 TYP 
(4,60) 



.272 - 



.065 DIA-jf 
(1.65C1) %. 



V 



(6,91) -e — © 
I I 

.065 DIA-»? f ~~ I 



WITH 04 or 10 

TERMINATIONS 

ONLY 



- — i .10 1 I Yr — I 

(4.60) 

1 X .225 hW-l 1 

©-- 1 (5.72) -©—©—I 



.181 TYP 
(4,60) 



.272 h" 



.065 DIA-J | T ~I 
(1,650) ^f— 



.181 TYP 
(4.60) 
.225 — f« 
(5,72) -0- 
I 



3 

©—I 



(6,91) -© 0- 

.065 DIA-jTf ?~I 
(1,650) ^e_0- T 

tyfT i i 



WITH 10 

TERMINATIONS 

ONLY 



.187 TYP.— | 



.065 DIA 
(1,650) 
TYP. 



ML MOUNTING 
STYLE WITH 04 
TERMINATIONS 
ONLY 



1.000 I 
(25,40) 1 

L 



-.135 
(3.43) 



_i 

.360 
(9.14) 



rt 



1.000 | .530 
(25.40) ' (13,46) 



.181 TYP 
(4.60) 



(i^) -w* 

rr 

-e— 0- 
4 POS. MODELS 



— I 



.110 DIA. 
(2.790) 
TYP. 

SS MOUNTING 
STYLE 



4. 



-.135 
(3.43) 



.110 DIA. 
(2.790) 
TYP. 



TS MOUNTING 
STYLE 



.065 DIA 
TYP. 



3 POS. SP MODELS 



L SERIES OPTIONS 

Switches different from those shown above and on pages 68 and 69 can be ordered by selecting desired options which 
begin on page 71. See HOW TO ORDER information, page 73. 
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or 



L Series 



Miniature Slide Switches 



MODELS 



Model No. 


Sw. Func. 


Model No. 


Sw. Func. 


L101 


SPST 


L123 


SP3T-Momentary to both ends 


L111 


SPST-Momentary 


L104 


SP4T 


L102 


SPDT 


L201 


DPST 


L112 


SPDT-Momentary 


L202 


DPDT 


L103 


SP3T 


L211 


DPST-Momentary (avail. MV mtg. style only) 


L113 


SP3T-Momentary to one end 


L212 


DPDT-Momentary (avail. MV mtg. style only) 




L203 


DP3T 






L204 


DP4T 



See SW. FUNCTION schematics for terminal nos. 



ACTUATORS 



ACTUATOR OPTIONS FOR MA, ML, MS, SS, TS MOUNTING STYLES: 



AVAILABLE OPTION COMBINATIONS 



01 



02 



03 



04 



I l ( 5, oa ) 



E 



.335 
(8,51) 



i 






.375 
(9,53) 





05 



n 



.312 
(7,92) 



06 



08 



09 



n 

.625 
(15,88) 

i 



585 
(14,86) 



row 

± \ |(6,3 5) 



11 



.100 -i 
(2.54) 1 

r~T~7 



12 



035 -^r^o- 



MTG. 
STYLES 


ACTUATORS 


00 


01 


02 


03 


04 


05 


06 


08 


09 


11 


12 


13-19 


MA 






• 
















• 




ML 




• 


• 




• 


• 


• 






• 


« 




MS 


























MV 


• 






















• 


SS 


























TS 






• 


• 


• 


• 


• 


• 


• 


• 


• 





(0.89)* I 



14) 



' INDICATES AVAILABLE OPTION COMBINATIONS 



Note: Black std., other colors avail., consult factory. 



.065 
(1,65) 



ACTUATOR OPTIONS FOR MV MOUNTING STYLE: 



00 



13 



.18) I 



.285 
(7.24) 

~1 



WILL NOT 
ACCEPT CAPS 



.122 DLA.1 
(3,100) 



.330 
(8.38) 




15 



h».2O0 DIA. 
(5,080) 

i 



WITHOUT CAP 
(CAPS AVAIL. 
SEPARATELY) 



CAP P/N 7089 



f-.310 DIA 
I (7,870) 

T - 1 

.460 
^(1 1^68) 



CAP P/N 8018 



CAPS 

Caps supplied installed std. To order, write desired cap 
color in word form after order no. Ex.: L211-17-2-MV-02-Q 
with blue cap. If no color is specified, black will be 
supplied. Caps may also be ordered separately and user 
installed by specifying the 4 digit P/N and color. For 
switches without caps, order 13 actuator option. Cap 
finish: gloss (exc. square cap P/N 7982, cap finish: matte). 




CAP COLORS 


1 


White 


6 


Green 


2 


Black(Std.) 


7 


Blue 


3 


Red 


8 


Brown 


4 


Orange 


9 


Gray 


5 


Yellow 







CAP P/N 7527 



CAP P/N 8941 



CAP P/N 8940 



SPLASH CAPS 

New protective splash caps for PC. 
mounted L-SERIES slide switches provide 
splash protection during soldering and 
cleaning processes. They are available 
separately and are reusable. To order 
specify correct P/N. See chart. 



P/N 12-010-03 

P/N 12-010-02 



P/N 12-010-04 




SPLASH CAP 
P/N 


FITS SWITCH MODELS 


12-010-02 


All LXX1, LXX2 models 
with MS mtg. style. 


12-010-03 


All LX11, LX12 models 
with MV mtg. style. 


12-010-04 


All L1X3 models with 
MA mtg. style. 
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L Series Miniature Slide Switches 

DETENT 



1 With Detent Std. with L101, L102, L103, L104, L113, L201, L202, L203, L204 models. 

2 Without Detent Std. with L1 1 1, L1 12. L123. L21 1 , L212 models. 



nr m mo j I [ mop 



MOUNTING STYLES 



MA P.C. mount, side actuated SP3T, DP only. MV 
ML P.C. mount, side actuated SPST, SPDT only. SS 
MS P.C. mount, top actuated. TS 



P.C. mount, end actuated, momentary only. 
Panel mount with mounting ears, top actuated. 

Panel mount with integral mounting ears, accepts self tapping screws, top actuated. 



AVAILABLE OPTION COMBINATIONS 



MTG. 
STYLES 


MODELS 


TERMINATIONS 


ACTUATORS 


L101 


L111 


L102 


L112 


L103 


L113 


L123 


L201 


L202 


L211 


L212 


L203 


L104 


L204 


01 


02 


03 


04 


06 


10 


12 


wc 


00 


01 


02 


03 


04 


05 


06 


08 


09 


11 


12 


13-19 


MA 




































• 














• 
















• 




ML 


• 


• 


• 


• 




























• 












• 


• 




• 


• 


• 






• 


• 




MS 






































































MV 




• 




• 












• 


• 














































• 


SS 


• 


• 


• 


• 






















• 


• 


• 




• 


• 


• 


• 


























TS 


I 




I • 




* I 


1 \ 1 • [ T 







































• INDICATES AVAILABLE OPTION COMBINATION 



01 



.080 -B 
(2,03) 



I (6.10) 



.028 
(0,71) 



.020 THK. 
(0.51) 

01 terminations, 
UL listed only. 




TERMINATIONS 

03 



.uas -t_ 
(2.1 6) £ 

ij 



.080 
(2,03) 



(6.10 ) 



-Ml"*- .046 

(1.17) 
020 THK. 
(0,51) 




Avail, with MA. ML 
mounting styles only. 



06 



.065 J , .445 
(1,65) (11.30) 

.080 -»4I U- f 

(2.03) 1 1 

*J l-«-.050 

(1.27) 
.020 THK. 
(0.51) 



10 



12 



226 
(5.74) 



*J.272L» 
>* (6.91) 



.080 -» 

(1.27) 

.020 THK. 
(0.51) 



.263 






(6,68) 
T 




.419 
(10,64) 


.080 -— 






(2,03) 










-•-.050 

(1.27) 


.020 


THK. 


(0,51) 



WC 



W fi nn 



AVAILABLE OPTION 
COMBINATIONS 



22 AWG 
INSULATED * 

WIRE g , 6-00 
J H '52,4 



Y 



Recommended with 
DP models only. 



.50 
(12.7) 

Black wire std., other 
colors and lengths avaii., 
consult factory. 



TERMINATIONS 


MOUNTING STYLES 


MA 


ML 


MS 


MV 


SS 


TS 


01 






• 


• 


• 


• 


02 






• 


• 


• 


• 


03 






• 


• 


• 


• 


04 


• 


• 










06 






• 


• 


• 


• 


10 






• 


• 


• 


• 


12 






• 


• 


• 


• 


WC 






• 


• 


• 


• 



• INDICATES AVAILABLE OPTION COMBINATION 
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L Series Miniature Slide Switches 



_ CONTACT MATERIALS 

IlI I I HXH3CDCEH }□ 

CONTACT / TERMINAL MATERIALS 

B CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 
RATING: 0.4 VA max. @ 20 V AC or DC max. 

Q CONTACTS & TERMINALS: Copper, silver plated. (Std. with all termination options.) 

RATING: 4 AMPS @ 125 V AC or 28 V DC; 2 AMPS @ 250 V AC; 0.5 AMP @ 125 V DC (UL/CSA). 

G CONTACTS AND TERMINALS: Copper, with gold plate over nickel plate over silver plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. or 4 AMPS @ 125 V AC or 28 V DC; 2 AMPS @ 250 V AC; 0.5 AMP @ 125 V DC 
(UL/CSA). 

Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 
01 terminations UL listed, all other terminations UL/CSA listed. 



i — I SEALING 

<*™™™D (None) E x 



No seal EP0XY ^ 

Std. with all termination options. 0.9i) 



HOW TO ORDER 

Complete order numbers for selected L-SERIES models are provided on pages 68 thru 70. To order alternate configuration, select 
desired model no., actuator, detent, mounting style, termination and contact material options. Place the option codes in the 
appropriate boxes of the orderi ng forma t. Some b oxes may be un filled. For 14 thru 19 actuator options, write cap color in word form 
after order number. (Example: |L |g|i|8M TT5]4iT4i^vT4oT8UcTO-n with red cap). If no color is specified, black will be supplied. 

For epoxy terminal seal, specify 'E' in SEAL box, for no seal, leave box empty. Q contact material is supplied if no option is 
specified. 

UL/CSA listed with all options when ordered with G or Q contact material. 
Note: 01 terminations, UL listed only. 



MODEUSW FUNC. DETENT TERMINATIONS SEAL 



L 



ACTUATOR MTG. CONT. 

STYLE MAT'L. 



V J 
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or 



C Series 



Power Rocker Switches 




MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2), black std. 

ACTUATOR: 6/6 nylon (UL 94V-2), black std. 

MOVABLE CONTACTS: Copper, silver plated. 

STATIONARY CONTACTS & TERMINALS: 
C221, C222 models with A rating: Copper. 
C121, C122 models with A rating and all 
models with F rating: Copper, silver plated. 

CONTACT SPRING: Music wire or stainless steel. 



Patent Pending 



SPECIFICATIONS 

CONTACT RATING: 

C121, C122, C221, C222 models: 15 
AMPS @ 125 VAC; 10 AMPS @ 250 V 
AC (UUCSA). 

(VDE & other international listings also 

avail. See RATINGS section). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 2,500 V RMS min. 

@ sea level. 



NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific 
models, consult factory. 



INTRODUCTION 

A selection of complete C SERIES POWER ROCKER SWITCH order numbers is shown below and on 
page 75. To order alternate configuration, see available options on pages 76 and 77. Complete HOW TO 
ORDER information is on page 77. All models UL/CSA listed with all options. Some models also VDE, SEV 
and SEMKO listed. See HOW TO ORDER, page 77. 



ORDER NO. SW. FUNCTION 
(15 AMP MODELS - UL/CSA*) 

C121-J1-2-S2-05-QA ^ 4 SPDT 
C122-J1-2-S2-05-QA SPST 



'See RATINGS section for 
complete contact ratings 
and agency listings. 

Contacts make on side 
opposite actuator thrown. 




r 



.820 
(20.83) 



-.680 - 
(17.27) 
.390 
(9,91) 



-ROCKER 
WIDTH 



1.250 
(31.75) 



UL/CSA LISTED 



-J U-.180 TYP 
(4.57) 



MODEL SHOWN: C121-J1-2-S2-05-QA 




■•-.535 

(13,59) 

m 



\o33x.250 Tr 



-.033x.250 TYP. 
(0,84) (6.35) 



TERM. NOS. FOR 
REFERENCE ONLY 



ORDER NO. SW. FUNCTION 
(15 AMP MODELS-UL/CSA/ VDE 
& other listings') 

1A 1 IB 

C121-J1-2-S2-05-QF 1nfr n TTT 
C122-J1-2-S2-05-P-QF ^ SPST 



•See RATINGS section for 
complete contact ratings 
and agency listings. 

Contacts make on side 
opposite actuator thrown. 

Note: 'P' ACTUATOR MARKINGS 
std. on C122 models with 'F' RATING 
and international listings. 




.820 
(20,83) 



-.680- 
(17.27) 
.390 
(9.91) 



■ROCKER 
WIDTH 



1 



1.250 
(31,75) 



0.27) j 



U U 

-»J U-.180 TYP. 
(4.57) 




•-.535 -» 

(13,59) 

m 

m 



.075 DIA. 

<1,91 tYp. 

(4.83) .250K.033 TYP 

(6,35) (0.84) 



i TYP.— ^ 



UUCSA/VDE/SEV/SEMKO LISTED 



TERM. NOS. MARKED 
ON HOUSING 



MODEL SHOWN: C121-J1-2-S2-05-QF 
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C Series 



Power Rocker Switches 



ORDER NO. SW. FUNCTION 

(15 AMP MODELSUL/CSA*) 

C121-J1-2-S2-WC-QA 4^£= 9 SPDT 
C.1 22-J 1 -2-S2-WC-QA <fr f SPST 



'See RATINGS section for complete 
contact ratings and agency listings. 
Contacts make on side opposite 
actuator thrown. 




^P 3 

| .190-*! 

UUCSA LISTED "* 1 ^ft?^ (w) 

MODEL SHOWN: C121-J1-2-S2-WC-QA 




— .050 
(1.27) 



TERM. N0S. FOR 
REFERENCE ONLY 



ORDER NO. SW. FUNCTION 

(15 AMP MODELS UL/CSA*) 

C221-J1-2-S2-05-QA ^ff § DPDT 



C222 J1-2-S2-05-QA 



DPST 



"See RATINGS section for complete 
contact ratings and agency listings. 
Contacts make on side opposite 
actuator thrown. 




UL/CSA LISTED 



(25,02) 




MODEL SHOWN: C221-J1-2-S2-05-QA 



TERM. NOS. FOR 
REFERENCE ONLY 



-.060 
(1.52) 
033X.250 TYP. 
(0,84) (6,35) 



NOTE: Terminal twist orientation mfg. option. 



ORDER NO. SW. FUNCTION 

(15 AMP MODELS UL/CSA/ VDE 
& other listings*) 

ia r re 

C221-J1-2-S2-05-QF fafi 9 DPDT 

<3 "C o 



a o 

C222-J1-2-S2-05-P-QF j | DPST 

'See RATINGS section for complete 
contact ratings and agency listings. 
Contacts make on side opposite ac- 
tuator thrown. 

Note: 'P' ACTUATOR MARKINGS std. 
on C222 models with 'F' RATING and 
international listings. 





l*-.205 TYP. ,190 

(5,21) (4,83) -fcj 

UL/CSA/VDE/SEV/SEMKO LISTED 

MODEL SHOWN: C221-J1-2-S2-05-QF 



TERM. NOS. MARkED 
ON HOUSING 



NOTE: Terminal twist orientation mfg. option. 



PANEL MOUNTING 



•-.550 -» 

(13,97) 



1.125 
(28,58) 




PANEL THICKNESS: 
.020 (0,51) to .200 (5,08). 



SP MODELS 



DP MODELS 
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C Series 



Power Rocker Switches 



C SERIES OPTIONS 

Switches different from those shown on pages 74 and 75 can be ordered by selecting desired options which begin below. 
See HOW TO ORDER information, page 77. 



■CTrH~ HsT~HH~H ~HQTTn 



MODELS 

(15 AMP MODELS") 
Model No. Sw. Func. 

C121 SPDT 
C122 SPST 
C221 DPDT 
C222 DPST 
"See CONTACT MATERIALS/RATINGS section for complete switch ratings and available agency listings and approvals. 



mnj J 1 1 P sdcdo<sdo 



ACTUATORS / COLORS 



J1 





ACTUATOR COLORS 

Select actuator color from chart. 
Place option code in appropriate box 
of ordering format. Finish: gloss 
standard. Matte actuator finish 
available on DP models, see FINISH 
option section, page 77. 



OPTION 
CODE 


ACTUATOR 
COLOR 


1 


White 


2 


Black(Std) 


3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 



Id I I tfJTTV Cr jSl H ^PP^PO 

S Snap-In Mounting. 



MOUNTING STYLE/HOUSING COLORS 



HOUSING COLORS 

Select housing color from chart. 
Place option code in appropriate box 
of ordering format. Frame finish on 
housing: gloss standard. Matte finish 
available on DP models, see FINISH 
option section, page 77. 



OPTION 
CODE 


HOUSING 
COLOR 


1 


White 


2 


Black(Std.) 


3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 



Icl I I K IEKHsEl l | ~| cHoDQ 



05 (Std.) 



TERMINATIONS 



07 



WC 



.075 DIA.- 
(1.910 



.375 
(9,53) 



.150 DIA.->.„ 
(3.810) tD 



.250 - 

(6,35) 

.033 THK 
(0,84) 



.375 
(9,53) 



1 



.250 - 
(6,35) 

.033 THK. 

(0,84) 



Available with A contact rating (UL/ 
CSA listing) only. 



16 AWG. INSULATED WIRE — , I I T 
(15 AMP MODELS) >ff"T T 

6.00 
(152.4) 




Available with A contact rating (UL/ 
CSA listing) only, SP models only. 
Black wire std., other colors and 
lengths avail., consult factory. 
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C Series 



Power Rocker Switches 



Id I I KjTTH ~HsT>CE3j [jgDQ 



ACTUATOR MARKINGS 



INE-STD.) 


D 


H 


K 


L 


M 


N 


P 






ON 




O 




o 
z 
















O 






OFF 








o 
-n 
-n 




ON 












1 

































MARKING COLOR: RED. 

D, H, K, L, M, P, MARKING OPTIONS: Marking color white std. for all actuator colors except white and yellow actuators. 
Marking color black std. for white and yellow actuators. 
N MARKING OPTION: Marking color red std. 
Other marking colors available, consult factory. 

P actuator marking std. on C122 and C222 models with international listings (QF CONTACT MATERIAL/RATING). 
Consult factory for other available markings. 



Id I I HTTn -r HsTT - TTT -Q lQ | [ q 



CONTACT MATERIALS/ RATINGS 



CONTACT/TERMINAL MATERIALS 

Q MOVABLE CONTACTS: Copper, silver plated. 
STATIONARY CONTACTS & TERMINALS: 
C221, C222 models with A rating: Copper. 
C121, C122 models with A rating and all 
models with F rating: Copper, silver plated. 



RATINGS 

A 15 AMPS ( 
(UL/CSA). 



125 V AC; 10 AMPS @ 250 V AC 



F 15 AMPS @ 125 VAC; 10 AMPS i 
(UL/CSA/VDE/SEV/SEMKO). 



i 250 V AC 



Note: 

'F' rating available with 05 terminations only. 



id i i iT7m TT- f5r>TTT n- iQrT - | 



FINISH 



(NONE) Gloss finish actuator and housing. Std. on all models. Must be ordered with all SP models. 
M Matte finish actuator and housing. Avail, on DP models only. 



HOW TO ORDER 

Complete order numbers for selected C-SERIES models are provided on pages 74 and 75. To order alternate configuration, select 
desired model no., actuator, actuator color, housing color, termination, actuator marking, contact material/rating and finish options. Place 
the option codes in the appropriate boxes of the ordering format. Some boxes may be unfilled. 
(Example: Ich |2|2| -fJrn-f3>4sT<THwTcT^n4oTAH~l ). 

Black housing and black actuator, gloss finish and 05 terminations are supplied if no options are specified. Matte finish available only 
on DP actuators and/or housings. Unmarked actuators standard with all models except C122 and C222 models with international 
approvals. 

Six inch black 16 ga. wire leads with 0.5 in. partial strip standard with WC wire lead terminations. Alternate colors, lengths, wire gages 
and connectors available, consult factory. 

UL/CSA listed with all options when ordered with QA contact material/rating. 

UL/CSA/VDE/SEV/SEMKO listed when ordered with QF contact material/rating and 05 terminations. 
Note: 

Custom markings and legends available, consult factory. 



MODELS/SW. FUNC. 



ACTUATOR HOUSING ACTUATOR 

COLOR COLOR MARKING RATING 



MTG. TERMINATIONS 
STYLE 



CONT 
MAT'L. 



FINISH 
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D Series t?J 



WE 



Miniature Power Rocker Switches 



SPECIFICATIONS 

CONTACT RATING: 

D1XX, D2XX Models: 

4 AMPS @ 125 V AC, 2 AMPS @ 250 V AC 
(UL/CSA). 

4 (2) AMPS @ 125 V AC, 2 (1) AMPS @ 250 

V AC, T85 (VDE). 
D5XX. D6XX Models: 

10 AMPS @ 1 25 V AC, 5 AMPS @ 250 V AC 
(UL/CSA). 

10 (6) AMPS @ 125 V AC, 5 (3) AMPS @ 250 

V AC, T85 (VDE). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. 

@ sea level. 

NOTE 

Specifications and Materials listed above are general specifications for switches with 
standard options. See option sections for additional information. Specifications 
available for specific models, consult factory. 



MATERIALS 

HOUSING: 6/6 nylon (UL94V-2), black std. 
ACTUATOR: 6/6 nylon (UL94V-2), black std. 
MOVABLE CONTACTS: 

D1XX and D2XX Models: Copper, silver 
plated. 

D5XX and D6XX Models: Coin silver, 
silver plated. 
STATIONARY CONTACTS & TERMINALS: 

Copper, silver plated. 
CONTACT SPRING: Music wire or stainless 
steel. 



INTRODUCTION 

A selection of complete D SERIES MINIATURE POWER ROCKER SWITCH order numbers is shown below and on page 79. 
To order alternate configuration, see available options on pages 80 and 81 . Complete HOW TO ORDER information is on page 81 . 
UL/CSA listed with all options. Some models also VDE listed, see HOW TO ORDER, page 81 . 



ORDER NO. SW. FUNCTION 
(4 AMP MODELS-UL/CSA") 

D101-J1-2-S2-05-QA SPDT 
D102-J1-2-S2-05-QA SPST 

(10 AMP MODELS-UL/CSA*) 

D501-J1-2-S2-05-QA ^fc^ SPDT 

IA I 

D502-J1-2-S2-05-QA i-f£= J SPST 

(4 AMP MODELS-UL/CSA/VDE') 

D101-J1-2-S2-05-QF " SPDT 

□ 102-J1-2-S2-05-P-QF SPST 



(10 AMP MODELS-UL/CSA/VDE*) 

D501-J1-2-S2-05-QF 9 SPDT 

ia r 

D502-J1-2-S2-05-P-QF — ■ : SPST 



•See CONTACT MATERIALS section 
for complete contact ratings and 
agency listings. 

Contacts make on side opposite 
actuator thrown. 

Note: P' ACTUATOR MARKINGS std. 
on DX02 models with 'F' RATING and 
international listings. 




.581 
(14,76) 



1-591 « 

(15,00) 



.390 
(9.90) 



.080 -t 
(2,03) 



1 

.820 
(20,83) 



I 




«-.500-« 

(12,70) 



218 TYP. 
(5,54) 



.730 
(18,54) 



.055 DIA.— 
(1,400) 

1-.138 
(3.50) 



-187x.032 TYP. 
(4,75) (0,81) 



5* 



TERM. NOS. FOR 
REFERENCE ONLY 



SP MODELS 
UL/CSA LISTED AND 
UL/CSA/VDE LISTED 



MODEL SHOWN: D101-J1-2-S2-05-QA 



Cftr 
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D Series t??^ 2SIil^ble Miniature Power Rocker Switches 



ORDER NO. SW. FUNCTION 
(4 AMP MODELS-UL/CSA*) 

IA I IB 

D201-J1-2-S2-05-QA j ■ DPDT 

2A 2 28 
1A I 



D202-J1-2-S2-05-QA 55= DPST 

2A 2 

(10 AMP MODELS-UL/CSA*) 

1A I 18 

D601-J1-2-S2-05-QA ' f Y DPDT 

a cr~o 

2A 2 2B 



D602-J1-2-S2-05-QA ; DPST 

2A 2 



(4 AMP MODELS-UL/CSA/VDE*) 

D201-J1-2-S2-05-QF -«£rir DPDT 
<~J o 

21 2 28 



D202-J1-2-S2-05-P-QF ■ DPST 

2/1 2 

(10 AMP MODELS-UL/CSA/VDE*) 

M I IB 

D601-J1-2-S2-05-QF Y DPDT 

cTo 6 

2 28 
IA 1 

D602-J1-2-S2-05-P-QF JE?=3 DPST 

2A 2 



ORDER NO. SW. FUNCTION 
(4 AMP MODELS-UL/CSA*) 

JA I 18 

D201-J5-2-S2-05-QA ' ' " DPDT 



2A 2 2S 

D202-J5-2-S2-05-QA : DPST 

24 2 

(10 AMP MODELS-UL/CSA*) 

(A I '8 

D601-J5-2-S2-05-QA J DPDT 

CD D 

21 2 2B 



D602-J5-2-S2-05-QA 



DPST 



(4 AMP MODELS-UL/CSA/VDE") 



D201-J5-2-S2-05-QF C ' ® ? DPDT 
(TT) o 

2A 2 28 



D202-J5-2-S2-05-P-QF Bg DPST 

2/1 2 

(10 AMP MODELS-UL/CSA/VDE*) 

IA I rB 

D601-J5-2-S2-05-QF *' ^ DPDT 
D602-J5-2-S2-05-P-QF 



DPST 



"See CONTACT MATERIALS section 
for complete contact ratings and 
agency listings. 

Contacts make on side opposite 
actuator thrown. 

Note: 'P' ACTUATOR MARKINGS std. 
on DX02 models with 'F' RATING and 
international listings. 




— .715—1 
(18,16) 



•-.272 

(6.91) 



I .874 

(22,20) 
.155 TYP.-»1 
(3.94) | 



.055 DIA. 
(1.400) 

I- 13B .1B7X.032 TYP.- 

(3,50) (4,75) (0,81) 



.730 
(18.54) 



\--4U— .050 
'Pr**^ 



TERM. NOS. FOR 
REFERENCE ONLY 



DP MODELS 
UL/CSA LISTED AND 
UL/CSA/VDE LISTED 



MODEL SHOWN: D201-J1-2-S2-05-QA 




.581 
(14,76) 



— .939 — 
(23,85) 




•-.588 -• 

(14,94) 

— :775- 
(19,69) 



.080 -t» 
(2,03) 



1 

.820 
(20,83) 




«.460«-J 

(11,68) 



-715—1 
(18,16) 



•-.272 

(6,91) 



.055 DIA. 
(1,400) 



• .874 1 

(22.20) 
.155 TYP.--M 
(3,94) 

~~ L7 — 



.187X.032 TYP.- 
(4,75) (0,81) 



-MM — .i 



.730 
(18,54) 



y-~— .050 
V(1,27) 



TERM. NOS. FOR 
REFERENCE ONLY 



DP MODELS 
UL/CSA LISTED AND 
UL/CSA/VDE LISTED 



MODEL SHOWN: D201-J5-2-S2-05-QA 



PANEL MOUNTING 



SPDT 



.508 
(12^90) 



DPDT 




PANEL THK. 


DIM 'A' 


.030-.049 
(0,75) (1,25) 


.756 
(19,20) 


.049-.079 
(1,25) (2,00) 


.764 
(19,40) 


.079-. 1 18 
(2,00) (3,00) 


.780 
(19.80) 
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D Series 



.v«$ T7DE 



Miniature Power Rocker Switches 



D SERIES OPTIONS 

Switches different from those shown on pages 78 and 79 can be ordered by selecting desired options which begin below. See HOW 
TO ORDER information, page 81. 



JtT>T> IsT~HoT5H ~1-IqT~I 



MODELS 



(4 AMP MODELS') 

Model No. Sw. Func. 

D101 SPDT 



D102 
D201 
D202 



SPST 
DPDT 
DPST 



(10 AMP MODELS*) 

Model No. Sw. Func. 

D501 SPDT 

D502 SPST 

D601 DPDT 

D602 DPST 



* See CONTACT MATERIALS section for complete contact ratings and agency listings. 



r&TTrH 1 | H~~fgramirCHaD 



ACTUATORS / ACTUATOR COLORS 




DP 



I-.138 

(3,50) 



ACTUATOR COLORS 

Select actuator color from chart. Place 
option code in appropriate box of 
ordering format. Actuator finish: matte. 



(19.69) 



OPTION 


ACTUATOR 


CODE 


COLOR 


1 


White 


2 


Black (Std.) 


3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 



DP ONLY 



IdI I I H UX> |Sl H sEHZHSD 
S Snap-In Mounting 



MOUNTING STYLE / HOUSING COLORS 



HOUSING COLORS 

Select housing color from chart. Place 
option code in appropriate box of ordering 
format. Frame finish on housing: matte. 



OPTION 
CODE 


HOUSING 
COLOR 


1 


White 


2 


Black (Std.) 


3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 
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or 



D Series ^ 







T7DE 



Miniature Power Rocker Switches 



IdI I I H ZDOfiP j 0| 5f CH5D 



TERMINATIONS 



05 



.272 
(6.91) 



.055 DIA.-1 I 
(1,400) f° | 

.187 -J L? 
(4.75) 

.032 THK. 
(0,81) 



IdI I I H~rH ~" HsTHo~l5>| ^qTI 



(NONE) 



ACTUATOR MARKINGS 

SP shown, DP also available. 



D 


N 


p 


' ON 1 








' 1 1 


OFF 








o 


, J 








I J 



Std. on DX02 models with 
QF rating and VDE listing. 



Std. on all models except 
DX02 models with QF 
rating. 

D, P MARKING OPTIONS: Marking color white std. for all actuator colors 
except white and yellow actuators. Marking color black std. for white and 
yellow actuators. 

N MARKING OPTION: Marking color red std. 
Other marking colors available, consult factory. 



i 

1A 



Note orientation of 
actuator markings and 
terminals. 



IDI I I H~n fT fsrHoT5T Q r Qj 



CONTACT MATERIALS / RATINGS 



CONTACT / TERMINAL MATERIALS 

Q MOVABLE CONTACTS: 

D1XX and D2XX MODELS: Copper, 
silver plated. 

D5XX and D6XX MODELS: Coin silver, 
silver plated. 
STATIONARY CONTACTS & TERMINALS: 
Copper, silver plated. 



RATINGS 

A D1XX, D2XX MODELS: 4 AMPS <§ 
D5XX, D6XX MODELS: 10 AMPS i 



125 V AC; 2 AMPS <g 
i 125 V AC; 5 AMPS i 



250 V AC (UL/CSA). 
i 250 V AC (UL/CSA). 



D1XX, D2XX MODELS: 4 AMPS @ 125 V AC, 2 AMPS @ 250 V AC. (UL/CSA). 

4 (2) AMPS @ 125 V AC, 2(1) AMPS @ 250 V AC, T85 (VDE). 
D5XX, D6XX MODELS: 10 AMPS @ 125 V AC, 5 AMPS @ 250 V AC (UL/CSA). 

10 (6) AMPS @ 125 V AC, 5 (3) AMPS @ 250 V AC, T85 (VDE). 



HOW TO ORDER 



Complete order numbers for selected D-SERIES models are provided on pages 78 and 79. To order alternate configuration, select 
desired model no., actuator, actuator color, mounting style, housing color, termination, actuator marking and contact material/rating 
options. Place the option codes in the appropriate boxes of the ordering format. Some boxes may be unfilled (Example: 
iPisioiin nnrvBt-fsTn-foTsT-n^ggl)- 

Black housing, black J1 actuator and no actuator markings are supplied if no options are specified. DX02 models with QF contact 
material / rating and VDE listing have P actuator marking std. 

UL/CSA listed with all options when ordered with QA contact material / rating. UL/CSA/VDE listed with all options when ordered with 
QF contact material / rating. 
Note: 

Custom markings and legends available, consult factory. 



MODEL /SW. FUNC 

OH 



ACTUATOR HOUSING 
COLOR COLOR 



ACTUATOR 
MARKING RATING 



- S -05- -Q 



MTG. TERMINATIONS 
STYLE 



CONT 
MAT'L 



or 
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C/f 



DM Series 



Miniature DP Power Rocker Switches 




SPECIFICATIONS 

CONTACT RATING: 

DM2X Models: 3 AMPS @ 125 V AC; 2 AMPS 
@ 250 V AC. (UL/CSA). 

DM6X Models: 10 AMPS @ 125 V AC; 5 AMPS 

@ 250 V AC. (UL/CSA). 
ELECTRICAL LIFE: 10,000 make-and break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. @ 

sea level. 



MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2), black std. 
ACTUATOR: 6/6 nylon (UL 94V-2), black std. 
MOVABLE CONTACTS: 

DM2X Models: Copper, silver plated. 

DM6X Models: Coin silver, silver plated. 
STATIONARY CONTACTS & TERMINALS: Copper 

or brass, silver plated. 
CONTACT SPRING: Music wire or stainless steel. 



NOTE 

Specifications and Materials listed above are general specifications for switches with 
standard options. See option sections for additional information. Specifications 
available for specific models, consult factory. 



INTRODUCTION 

A selection of complete DM SERIES MINIATURE DP POWER ROCKER SWITCH order numbers is shown below. To order alternate 
configuration, see available options which begin below. Complete HOW TO ORDER information is on page 83. UL/CSA listed with all 
options. 



ORDER NO. SW. FUNCTION 

(3 AMP MODELS-UL/CSA') 

>A I 1B 

DM21-J1-2-S2-05-Q < ^^-9 DPDT 
cTTi 6 



DM22-J1-2-S2-05-Q 



2A 2 2B 



2A 2 



DPST 



(10 AMP MODELS-UL/CSA " ) 

1A r IB 

DM61-J1-2-S2-05-Q «— c ='- DPDT 

o o o 

2A 2 28 
1A 1 

DM62-J1-2-S2-05-Q ^ ^ DPST 

2A 2 



See CONTACT MATERIALS section for 
complete contact ratings ana agency listings. 
Contacts make on side opposite 
actuator thrown. 



.218 TYP. 
(5,54) 




110 TYP. 
1A (2,79) 



DP MODELS 
UL/CSA LISTED 



TERM. NOS. FOR 
REFERENCE ONLY 



MODEL SHOWN: DM21 -J1 -2-S2-05-Q 



PANEL MOUNTING 



.508 
(12,90) 

_4 



PANEL THK. 


DIM 'A' 


.030-.049 
(0,75) (l,25) 


.756 
(19,20) 


.049-.079 
(1,25) (2,00) 


.764 
(19,40) 


.079-. 118 
(2,00) (3,00) 


.780 
(19,80) 





DM SERIES OPTIONS 

Switches different from those shown above can be ordered by selecting desired options which begin below. 
See HOW TO ORDER information, page 83. 



DM 



MODELS 

(3 AMP MODELSf) (1 AMP MODELSt) 

Model No. Sw. Func. Model No. Sw. Func. 

DM21 DPDT DM61 DPDT 

DM22 DPST DM62 DPST 

tSee CONTACT MATERIALS section for complete contact ratings and agency listings. 



EELXr ] J 1 1 H ~lSCHoIl>CHa] 



ACTUATOR/ ACTUATOR COLORS 



J1 



r Q 



(14,76) 



-j .390 L- 



(9.90) 




ACTUATOR COLORS 

Select actuator color from chart. Place 
option code in appropriate box of 
ordering format. Actuator finish: matte. 



.1 38 
(3.50) 



OPTION 
CODE 


ACTUATOR 
COLOR 


1 


White 


2 


Black (Std.) 


3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 
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DM Series 



Miniature DP Power Rocker Switches 



idImi i Kjm p ]S| ffoW Hoi 

S Snap-In Mounting 



MOUNTING STYLE / HOUSING COLORS 



HOUSING COLORS 

Select housing color from chart. Place 
option code in appropriate box of ordering 
format. Frame finish on housing: matte. 



nDTinw 
L-*r 1 \\Jri 

CODE 


UAI IQIMf"^ 

COLOR 


1 


wmte 






3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 



idImi i H7TT> r w>| Q 1 5 \ cm 



TERMINATIONS 



05 



1 



.048 DIA. 
(1,22^1) 



310 
(7.87) 



.J t? 

(2.79) 



.032 THK. 
(0.81) 



IdImI I H TirH~ HsT~Ho"T5>[ \ {o\ 

(NONE) 

Q 

(STD.) 



ON 1 
OFF 



ACTUATOR MARKINGS 
N 



o 



I J 



D, P MARKING OPTIONS: Marking color white std. for all actuator colors 
except white and yellow actuators. Marking color black std. for white and 
yellow actuators. 

N MARKING OPTION: Marking color red std. 
Other marking colors available, consult factory. 



Note orientation of actuator 
markings and terminals. 



IDIMI I hfjTTT O tsTTIoT5> o|Q~| 



CONTACT / TERMINAL MATERIALS 



MOVABLE CONTACTS: 

DM2X MODELS: Copper, silver plated. 

DM6X MODELS: Coin silver, silver plated. 
STATIONARY CONTACTS & TERMINALS: Copper or brass, silver plated. 
RATINGS: 

DM2X MODELS: 3 AMPS @ 125 V AC; 2 AMPS @ 250 V AC (UL/CSA). 
DM6X MODELS: 10 AMPS @ 125 V AC; 5 AMPS @ 250 V AC (UL/CSA). 



HOW TO ORDER 

Complete order numbers for selected DM-SERIES models are provided on page 82. To order alternate configuration, select 
desired model no., actuator, actuator color, mounting style, housing color, termination, actuator marking and contact material options. Place 
the option codes in the appropriate boxes of the ordering format. Some boxes may be unfilled. (Example: iDlMlebHJTTH aHsTiT-roTs^^ 

Black housing, black actuator and no actuator markings are supplied if no options are specified. 

All models UL/CSA listed with all options. 

Note: 

Custom markings and legends available, consult factory. 



MODEL / SW. FUNC. 



ACTUATOR HOUSING ACTUATOR 
COLOR COLOR MARKING 



O M 



5 



- Q 



MTG FFRM I NATIONS 
STYLE 



CONT 
MAT'L 
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JA Series 



10 



Rocker Switches 




SPECIFICATIONS 

CONTACT RATING: 2 AMPS @ 125 V AC; 1 AMP 

@ 250 V AC (UL/CSA). 
ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
CONTACT RESISTANCE: Below 20 milliohms typ. 

initial @ 2-4 V DC, 100 mA, for both silver 

and gold plated contacts. 
INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. @ 

sea level. 

OPERATING TEMPERATURE: -30°C to 85°C. 



MATERIALS 

HOUSING & ACTUATOR SUPPORT: 6/6 nylon (UL 

94V-2), black. 
TOP PLATE: 6/6 nylon (UL 94V-2), black. 
ACTUATOR: 6/6 nylon (UL 94V-2), black std. 
PLUNGER: Glass filled polyester (UL 94V-0). 
CONTACTS: Copper, silver plated (Q cont. mat'l.). 
TERMINALS: Copper, silver plated (Q cont. mat'l.). 
SWITCH SUPPORT TERMINALS: Brass, tin 

plated (not electrically connected). 
CONTACT SPRING: Music wire or stainless steel. 



NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific models, 
consult factory. 



INTRODUCTION 

Available options for JA SERIES ROCKER SWITCHES are shown on pages 84 and 85. Make selections from the following option 
sections: Model, Actuator, Actuator Color, Termination, Contact/Terminal Material and (if desired) Epoxy Terminal Seal. Each section 
begins with the ordering format, with the appropriate boxes enlarged. Complete HOW TO ORDER information is on page 85. 

UL/CSA listed with all options when ordered with G or Q contact material. 



JA 



JGEHZHaKXJ 





SWITCHING FUNCTION 




POS 1 


POS 2 


POS 3 


MODEL 
NO. 


ft 




* 




TOP OF SW1T 


CH 


JA01 


ON ' 


NONE 


ON 


JA03 


ON 


OFF 


ON 


JA05 


MOM. 


OFF 


MOM. 


JA07 


ON 


OFF 


MOM. 


JA08 


ON 


NONE 


MOM. 


CONNECTED 
TERMINALS 


2-3 


OPEN 


2-1 



J 2 



2 (COMM) 



MOM. = MOMENTARY POSITION 



MODELS 




SWITCH SUPP. 
TYP. 



(12,70) 



Actuator shown in pos. 3. 




.200- 
(5,08) 



.020 TYP. „„ / ~> 

500 



■ .050 TYP. 
J 1.27) 



.185- 
(4,70) 



.030 TYP. 
(0.76) 



5 U 

— H ■•—.143 TYP. 

(3,63) 



MODEL SHOWN: JA01-J1-2-A-Q 



TERM. NOS. FOR 
REFERENCE ONLY 



Contacts make on side 
opposite actuator shown. 



P.C. MOUNTING 

x -1 r^so 



.500 
(12,70) 



.073 DIA. TYP 
(1,85 0) 



-J U--185 TYP. 
(4,70) 



ctatt H J|1 Q srDO 



ACTUATOR/ACTUATORS COLORS 




T1 fT 



C3 



-.365 
(9.27) 



ACTUATOR COLORS 
Select actuator color from 
chart. Place option code in 
appropriate box of 
ordering format. 



OPTION 
CODE 


ACTUATOR 
COLOR 


1 


White 


2 


Black(Std.) 


3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 
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JA Series Rocker Switches 



EmoHoa TERMINATIONS 

A Right angle PC. terminations. 



□EEmnmoeOrj contact / terminal materials 



B CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. 
Q CONTACTS & TERMINALS: Copper, silver plated. (Std.) 

RATING: 2 AMPS @ 125 V AC; 1 AMP @ 250 V AC (UL/CSA). 
G CONTACTS & TERMINALS: Copper, with gold plate over nickel plate over silver plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. or 2 AMPS @ 125 V AC; 1 AMP @ 250 V AC (UL/CSA). 

Note: 'G' contact material is equivalent to both 'B' and 'Q' contact materials. See 'CONTACT MATERIALS', p. 3. 



IjIaI I K jTTtCHaH3| I SEALING 
(None) E 



No seal (Std.) 

Std. with all termination options. EP0XY SEAL ^0 _ \ 075 ^ 

(1.91) 



HOW TO ORDER 

Complete the order number below by selecting the desired model no., actuator, actuator color, 
termination, contact/terminal material and (if desired) terminal sealing options from the preceding 
sections. Place the option codes in the appropriate boxes of the ordering format. Some boxes may be 
unfilled. (Example: U |A|o|3HTTTH 3HAHBT-n). 

For epoxy terminal seal, specify 'E' in SEAL box, for no seal, leave box empty. 2 black actuator, Q 
contact/terminal material and no seal are supplied if no options are specified. J1 rocker actuator and A 
right angle PC terminations supplied standard. 

UL/CSA listed with all options when ordered with G or Q contact/terminal material. 

Custom actuator markings and legends available, consult factory. 



ACTUATOR CONT. 
MODEL/SW FUNC. COLOR MAT'L 

i j i a i i moma 

ACTUATOR TERMINATIONS SEAL 
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JT Series 



10 



Miniature Lever Handle Switches 




MATERIALS 

HOUSING: 6/6 nylon (UL 94V-2), black. 
ACTUATOR: 6/6 nylon (UL 94V-2), black std. 
PLUNGER: Acetal. 

MOVABLE CONTACT: Brass, silver plated. 
STATIONARY CONTACTS & TERMINALS: Brass, 

silver plated. 
TERMINAL SEAL: Epoxy. 



SPECIFICATIONS 

CONTACT RATING: 0.25 AMPS @ 125 V AC 
or 28 V DC. 

SWITCHING FUNCTION: SPDT ON-ON double 
break. 

ELECTRICAL LIFE: 10,000 make-and-break 

cycles at full load. 
MECHANICAL LIFE: 100,000 cycles min. 
CONTACT RESISTANCE: Below 10 milliohms typ. 

initial @ 2-4 V DC, 100 mA. 
INSULATION RESISTANCE: 10» ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. @ 

sea level. 

NOTE 

Specifications and Materials listed above are general specifications for switches with standard 
options. See option sections for additional information. Specifications available for specific models, 
consult factory. 



MODEL 

[J |T | 0| 1 L gBHIHAHQHB 



MODEL NO. J T01 



SWITCHING FUNCTION: 

SPDT ON-ON double break 



SCHEMATIC 

U 21 



51 ^*-30-»y P0S.2 



t-«-.275-> 

(6,98) 





.105- 
(2,67) 



-.125 
(3,18) 



TERM. NOS. FOR 
REFERENCE ONLY 



r-.o; 

11 



025 DIA. 
640 ) EPOXY SEAL 
WELLS 



(2.54) 



PC MOUNTING 




-H .200 K- 

.,00-, 1(5.08)1 ^ 032 DIA. 4PL 

(2,54)1 x X* (°' S1 ^ 



SPDT 



MODEL SHOWN: JT01-J2-2-A-Q-E 



QmoLTr{T[2}[2}&aHIl ACTUATOR 

J2 Lever Handle (Std.) 

Note: Black actuator, option '2' std., for other 
colors, consult factory. 



lj|TioiiHjT2T fi}{A}TaHEl TERMINATIONS 

A PC. Terminations, right angle mounting. 



CONTACT MATERIAL 



Q MOVABLE CONTACT: Brass, silver plated. 

STATIONARY CONTACTS & TERMINALS: Brass, silver plated. 
RATING: 0.25 AMPS @ 125 V AC or 28 V DC. 



SH3HE| 
SEALING 

E Epoxy terminal seal (Std.) 



HOW TO ORDER 

Complete order number for JT-SERIES model shown is provided below. 



ACTUATOR CONT. 
MODEL NO. COLOR MAT'L. 

lJ|T|0l1r ijT2H2HAHQHEl 

ACTUATOR TERMINATIONS SEAL 
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or 



MP Series 



Mechanical Pushbutton Switches 




SPECIFICATIONS 

SWITCHING FUNCTION: SPDT 

Momentary. 
CONTACT RATING: 0.4 VA max. @ 20 V 

AC or DC max. 
ELECTRICAL LIFE: 1,000,000 actuations 

min. at full load. 
CONTACT RESISTANCE: Below 50 

milliohms typ. initial @ 2-4 V DC, 

100mA. 

INSULATION RESISTANCE: 10 9 ohms 
min. 

DIELECTRIC STRENGTH: 1.000 V RMS 

min. @ sea level. 
OPERATING TEMPERATURE: -30°Cto 

65°C. 

OPERATING FORCE: 250 grams typ. 



MATERIALS 

CASE: Glass filled nylon. 
CAP: Polycarbonate — ABS blend (UL 

94V-0), matte finish, 9 colors 

available, black std. 
CONTACTS & TERMINALS: Brass, with 

gold plate over nickel plate (B. cont. 

mat'l.) 

TERMINAL SEAL: Epoxy. 



L.E.D. SPECIFICATIONS. See page 89. 



NOTE 

Specifications and Materials listed above are general specifications for switches 
with standard options. See option sections for additional information. Specifications 
available for specific models, consult factory. 



INTRODUCTION 

Available options for MP SERIES MECHANICAL PUSHBUTTON SWITCHES are shown on pages 88 and 89. Make 
selections from the following option sections: Cap Style, Cap Color, L.E.D. Color(s) and Terminations. Each section begins 
with the ordering format, with the appropriate boxes enlarged. Complete HOW TO ORDER information is on page 89. 



MODEL 

NO. 



CONNECTED 
TERMINALS 



SWITCHING FUNC. 



SCHEMATIC 
NC 



i 9i •; 



<COMM) 
3 NO 



Common Terminals 
Connected inside Switch 



MOM. - MOMENTARY POSITION 



[THRU 



rr"H~ H~T~H~TH iHc1 



MODEL 




H .4B6 -H 
(12.34) 




.OCATING PINS 
039 DIA. TYP. 
(0.990) 




.600 .680 
(15,24) (17.27) 



.028x.016 TYP. 
(0.71) (0.41) 

.080 TYP. 
(2.03) 
.240 
(6.10) 



TERM. NOS. FOR 
REFERENCE ONLY 



MODEL SHOWN: MP0 1 -R0— 1 -C — B— E 

MP01-R1-1-1-C-8-E (WITH PHANTOM L.E.D ) 



P.C. MOUNTING 



LOCATING PINS 
.043 DIA. TYP 
(1.090) 

.040 DIA. TYP. 



LOCATING PINS — i 
.043 DIA. TYP. / 
(1.090) \J 

4 Z*rZ 



(1.020) \| 



.200 
(5.08) 



.600 
15.24) 



4 .300 
(7.62) 



100 
(2.54) 



.040 DIA TYP 
(1.020) 



■\ .300 U— 
(7.62) ^ 



-.200 
(5.08) 



LOCATING PINS 
.043 DIA. TYP. 
(1.090) 

.100 »■ 

(2.54) 



.600 
(15.24) 



.1 



I 



200 
(5.08) 



.040 DW. TYP; 
(1.020) 



— i 1 



-.200 
(5.08) 



.500 (12.70) MIN. - 
WITH NARROW CAP 

.700 (17.78) MIN. 
WITH WIDE CAP 



.600 
(15,24) 



J .300 
(7.62) 



-.200 
K" (5.1 



08) 



i o 



.700 
(17.78) 



WITHOUT L E D 



WITH ONE LED 



WITH TWO L E D S 



MULTIPLE SWITCH SPACING 
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Of 



MP Series 



Mechanical Pushbutton Switches 



BEMpj 1 j OCDCTHiHI] 

RO 



CAP STYLES 
R1 



.673 
(17,09) 



r" .673 
(17.09) 




.486 
(12.34)^ 

(P/N 4893) 



SO 



U- .486 

(12,34) 
(P/N 4894) 

S1 



U- .486 
(12.34) 

(P/N 4895) 

S2 

LED It /-LED 2 



.673 
(17,09) 



o 



7 

.673 
(17,09) 



.673 
(17,09; 



I .679 — • 

(17.25) 

(P/N 4896) 



I .679 • 

(17.25) 
(P/N 4897) 



I .679 > 

(17.25) 

(P/N 4898) 



COLORLESS ^ 
TRANSPARENT l> 
LENS OVER LED. 



A1 ANTI-STATIC CAP 



.673 
(17,09) 



These cap styles are available in 9 colors, black std. (see chart). Caps snap in place 
and may be factory installed, installed by user or replaced in the field without 
special tools. Caps can be ordered separately by specifying the 4 digit P/N and 
color. Switches are also available without caps. See HOW TO ORDER on page 89. 
Cap finish: matte. 



U- .486 -*\ 
(12,34) 

(P/N 5527) 



l »M° l i t€E>| [crXTHaHEl 



CAP COLORS 



Select desired cap color from chart and 
place the option code in the appropriate 
box of the ordering format. If no color is 
specified, black will be supplied. Caps can 
be ordered separately by specifying the 4 
digit P/N and color. Cap finish: matte. 



OPTION 
CODE 


CAP 
COLORS 


1 


White 


2 


Black(Std.) 


3 


Red 


4 


Orange 


5 


Yellow 


6 


Green 


7 


Blue 


8 


Brown 


9 


Gray 



L.E.Ds are available in 3 colors, 
red std. (see chart). 
R2, S2 CAP STYLES: Be sure to 
specify both L.E.D. colors. L.E.D. 
colors may be different. 

L.E.D.s can be ordered separately. 
See L.E.D. INSTALLATION 
and SPECIFICATIONS, 
page 89. 



L.E.D. COLORS 



COLOR 


OPTION CODE 


L.E.D. 1 


L.E.D. 2 


Red (STD) 


3 


3 


Yellow 


5 


5 


Green 


6 


6 



iMipiohhrrH ~ H~r>| [ [ tshii 
C (Std.) 



TERMINATIONS 



C1 



C2 



r— .037 
-L (0.94) 






r— .037 
_L (0.94) 
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MP Series 



Mechanical Pushbutton Switches 



r mssmcacHTKn\E\m contact material 



B fStd ) CONTACTS & TERMINALS: Brass, with gold plate over 
V olu -/ nickel plate. 

RATING: 0.4 VA max. @ 20 VAC or DC max. 



ImIpIoM 



E (Std.) 



HZDOCLim®{E] 



SEALING 



r .035 M 
I (0.89) 



HOW TO ORDER 

Complete the order number below by selecting the desired cap style, cap color no., LED. color no(s), and 
termination options from the preceding section s. Place the opt ion codes in t he appropriate boxes of the ordering 
format. Some boxes may be unfilled. (Example: |m|P|0|1 H~R|1 r f7~ H5| HC| K bHe])- 

C terminations are supplied if no options are specified. B contact material and E epoxy terminal seal supplied 
standard. If no LE.D.'s are required, select R0 or SO cap and leave L.E.D. ordering boxes empty. 

SWITCH WITHOUT CAP: 

Switches are also available without caps. Place 00, 01, or 02 in CAP STYLE ordering boxes for switch with no 
L.E.D., one L.E.D., o r two LE.D.'s r espec tively. Indicate appropriate L.E.D. color code(s). 
(Example: |m|p|o 1 1 KomOaTKcTTK iKEl ). 

L.E.D.'s and caps available separately, see page 88 and below. 



MODEL NO. 



CAP 
COLOR 



TERMINATIONS 



IMIPIOH K " 



CAP 
STYLE 



LED.1 LED 2 
COLOR NO 



mm 



CONT 
MATL 



L.E.D. INSTALLATION 

Use figures below for correct field installation and orientation 
of L.E.D.'s. 




P/N 4987-XX-615 



POSITIVE 
LEAD 



NEGATIVE 
LEADS 



pa 




P/N 4987-XX-614 



NEGATIVE 
LEAD 



NOTE 
LEAD 
LENGTHS 



MP01-02 
MP01-R2 
MP01-S2 
MODELS WITH TWO LED'S 



MP01-01 
MP01-A1 
MP01-R1 
MP01-S1 
MODELS WITH ONE LED 



L.E.D. PART NUMBERS 

(Specify when ordering L.E.D.'s separately) 



L.E.D. STYLE 


L.E.D. COLORS 


RED 


YELLOW 


GREEN 


For models with one L.E.D. 
(01,A1,R1,S1 cap styles) 


4987-03-614 


4987-05-614 


4987-06-614 


For models with two L.E.D.'s 
(02,R2,S2 cap styles) 


4987-03-615 


4987-05-615 


4987-06-615 



L.E.D. SPECIFICATIONS 



COLOR 

Green 

Red 

Yellow 



TYP. 
INTENSITY 

5.0 mcd 
2.0 mcd 
3.5 mcd 



TYP. 
FORWARD 
VOLTAGE 

2.1 V 
2.1 V 
2.1 V 



MAX. 
FORWARD 
CURRENT 

25 mA 
20 mA 
25 mA 



TYP. 
PEAK 
EMISSION 
WAVELENGTH 

565 nm 
700 nm 
585 nm 



J 
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KM Series 



Pushbutton Switches 




MATERIALS 

HOUSING & BUSHING: 6/6 nylon (UL 94V-2), 
black. 

ACTUATOR: 6/6 nylon (UL 94V-2), natural. 
MOVABLE CONTACT: Phosphor bronze or 

beryllium copper, silver plated (Q cont. mat'l.). 
STATIONARY CONTACTS & TERMINALS: 

Copper, silver plated (Q cont. mat'l.). 
RETURN SPRING: Music wire, phosphate coated. 
MOUNTING NUT: Brass, nickel plated. 



SPECIFICATIONS 

CONTACT RATING: 0.25 AMPS @ 125 V AC or 
DC (UL). 

ELECTRICAL LIFE: 10,000 actuations at full load. 
CONTACT RESISTANCE: Below 30 milliohms typ. 

initial @ 2-4 V DC, 100 mA, for both silver and 

gold plated contacts. 
INSULATION RESISTANCE: 10 9 ohms min. 
DIELECTRIC STRENGTH: 1,000 V RMS min. @ 

sea level. 

OPERATING TEMPERATURE: -30°C to 85°C. 
CAP INSTALLATION FORCE: 10 lbs. max. 
permissible. 

Specifications and Materials listed above are general specifications for switches with standard options. See 
option sections for additional information. Specifications available for specific models, consult factory. 



INTRODUCTION 

A selection of complete KM SERIES PUSHBUTTON SWITCH order numbers is shown below. To order alternate configuration, see 
available options on pages 91 and 92. Complete HOW TO ORDER information is on page 92. UL listed with all options when 
ordered with G or Q contact material. 



ORDER NO. SW. FUNCTION 

KM11-01-RR-05-Q SPST N.O. 

Momentary 

SCHEMATIC 





.388 DIA. h«— 
(9.86(3) 

.12 
\l (3. 



.095 PRETRAVEL- 
(2.42) 



.300 
(7.62) 



— .025 
(0.64) 



225 
(5.72) 



•-.455 

(1 1.56) 



-W .290 (■«- 
0^ (7.37) 



1/4-40 UNS THD. 



-.120 TOT. TRAVEL 
(3.05) 




MODEL SHOWN: KM11-01-RR-05-Q 



ORDER NO. 

KM12-02-A-08-Q-E 

SCHEMATIC 



SW. FUNCTION 

SPDT 
Momentary 





.122 DIA. 
(3.100) 



JD1 



398 » 

(10.11) 



-»J .300 I 
(7.62) 



.230 TOT. TRAVEL - 
(5.84) 
.160 PRETRAVEL- 
(4.06) 



.210 - 
(5.33) 



— .520-H 
(13,21) 



.385 
(9.78) 



— .540 — 
(13,72) 



J I 



/T^nt 

4__(4 ! 88) Ep0XY y 4[] p *-J 

^ SEAL JL 

-♦JU-.030 DIA. 
(0.76(3) 



100 
(2.54) 



068 
73) 



TERM. NOS. FOR 
REFERENCE ONLY 



MODEL SHOWN: KM12-02-A-08-Q-E 



PANEL MOUNTING 



PC. MOUNTING 



.250 DIA. 
(6.350) 



KM11 models only 



.235 i 
(5,97) I 

A062 DIA. TYP. 
0.57?) 



KM11 models only 




KM12 models only 
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or 



KM Series 



Pushbutton Switches 



Switches different from those shown on 
HOW TO ORDER information, page 92. 



KM SERIES OPTIONS 

90 can be ordered by selecting desired options which begin below. See 



KM mmmaa 



MODELS 



KM11 



SPST N.O. Momentary 
Avail, with RR mtg. style only. 



KM12 



SPOT Momentary 

Avail, with A mtg. style only. 



j^rrh [ 



}mmoa 
01 



ACTUATORS 



02 



.122 D1A. ■ 
(3.10(8) 



Q 



.300 W— 
(7.62) | 



s 



Q 



•-.398* 

(10.11) 



Avail, with KM11 models only. 



.122 dia. <«J 

(3.10(2) 



Avail, with KM12 models only. 



MOUNTING STYLE 



RR 




-025-W 
(0.64) | 



z 



—.225 
(5.72) 



•-.398 » 

(10.11) 



1/4-40 UNS THD. 

Avail, with KM11 models only. 
Mounting nut included. Mounting nut P/N 5404-00-201 



.122 DIA. 
(3.10(a) 



.210 
(5.33) 



i — .520 — 1 
(13.21) 



I 

.385 
(9.78) 



192 
4 (4.8B) 



U .100 t 

(2.54) 



Avail, with KM12 models only. 



02 



TERMINATIONS 



05 



08 



STANDOFF .020 



.050-H !■»— T 
(1.27) L .160 
(4.06) 



STANDOFF .020 
(0. 



IZU — t 



STANDOFF .068 
(1.73) 



290 

,37) 



I .19; 

1(4,8! 



92 
(4.88) 



.020 THK. 
(0.51) 



Avail, with KM11 models only. 



(2.79)^ T 

.020 THK. 
(0.51) 



Avail, with KM11 models only. 



.030 DIA.-JU- 
(0.76(3) 



Avail, with KM12 models only. 



J 
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KM Series 



Pushbutton Switches 



CONTACT MATERIALS 



B MOVABLE CONTACT: Phosphor bronze or beryllium copper, with gold plate over nickel plate. 
STATIONARY CONTACTS & TERMINALS: Copper, with gold plate over nickel plate. 
RATING: 0.4 VA max. @ 20 V AC or DC max. 

Q MOVABLE CONTACT: Phosphor bronze or beryllium copper, silver plated. 

STATIONARY CONTACTS & TERMINALS: Copper, silver plated. 

RATING: 0.25 AMPS @ 125 V AC or DC (UL). 
G MOVABLE CONTACT: Phosphor bronze or beryllium copper, with gold plate over nickel plate over silver plate. 

STATIONARY CONTACTS & TERMINALS: Copper, with gold plate over nickel plate over silver plate. 

RATING: 0.4 VA max. @ 20 V AC or DC max. or 0.25 AMPS @ 125 V AC or DC (UL). 

Note: G contact material can be used where either dry circuit" or power conditions are encountered. However, when the dry circuit rating is 
exceeded, the gold plating is removed from the contact interface and the switch cannot then be used in dry circuits. 

*Dry circuit = conditions where no arcing occurs during switching, i.e., 0.4 VA max. (« 20 VAC or DC max. 



IkImI I kTTT - n~HTT O] 



SEALING 



(None) 

Std. on KM11 models. 

Not avail, on KM12 models. 



EPOXY SEAL^ 

Std. on KM12 models. 



HOW TO ORDER 

Complete order numbers for selected KM-SERIES models are provided on page 90. To order alternate configuration, select desired 
model no., actuator, mounting style, termination and contact material options. Place the option codes in the appropriate boxes of the 
ordering format. Some boxes may be unfilled. (Example: |k|m|i ^H FTTHATT-foTFI-fBl-irn). 

For epoxy terminal seal, specify 'E' in SEAL box, for no seal, leave box empty. E epoxy terminal seal standard on KM12 models. 

One mounting nut is supplied standard where applicable. 

UL listed with all options when ordered with G or Q contact material. 



MTG. 
STYLE 



CONT 
MAT'L 



TERMINATIONS SEAL 



CAPS 

Caps are available separately. To order, write part no., description, and color. All caps: finish, gloss, except where noted: material, nylon. See 

7982 MATTE 

4846 GLOSS 8018 



color chart 
7089 



.120-, I 
(3.05)1 | 



200 DiA. 
(5,080) 



7527 

.375 DIA. 
(9.530) 



r 8 ^ 

T .155 1 



.250 
(6.35) 



— H .450 SQ. l-«- 



.195 
(4,95) 



(3,94) 



— .120 
(3.05) 



7 T 



.240 
(6.10) 

CAP^ 

Not avail, on 
KM12 models 



.140 
(3,56) 



-.310 DIA 
(7,870) 



.250 - 
(6.35) 



CAP COLORS 


1 


White 


6 


Green 


2 


Black(Std.) 


7 


Blue 


3 


Red 


8 


Brown 


4 


Orange 


9 


Gray 


5 


Yellow 
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SPECIAL SWITCHES AND ADDED FEATURES ARE NO PROBLEM! C&K is 
responsive to your special needs. We are able to produce unique designs 
quickly and at low cost, and every switch comes with famous C&K reliability, 
performance and delivery. Consult factory with your requirements today. 




L-SERIES 

Special cosmetic 
actuator cap on 
momentary slide switch 
for computer 
application. 



Special long-throw 
switch for toaster. 
Highly automated 
manufacture and 
assembly, and 
produced in very high 
volume. 



K-SERIES 

A complete line of 
snap-in and panel 
mounted pushbutton 
switches with 
overtravel. 25 million 
cycle life— low level 
switching. 




L-SERIES 

Special SPDT slide 
switch with LED 
support, resistor and 
wire leads. 




KM-SERIES 

Special KM1 1 model 
momentary pushbutton 
switch with actuator 
cap and wire leads. 





J-SERIES 

A complete line of P.C 
* mounted rocker 
switches, with ratings 
from low level to 6 
AMPS @ 125 V AC 





S-SERIES 

Special S-SERIES 
snap-in slide switch 
with reversing bars on 
terminals and voltage 
markings. 



SPLASH CAPS 

Protective splash caps for P.C. mounted V, S and L Series 
slide switches provide splash protection during soldering 
and cleaning processes. They are available separately and 
are reusable. Consult factory. 




Q-Series Lighted Pushbuttons 

With 

Snap 










• SIX ROUND, RECTANGULAR AND SQUARE 
STYLES. 

• FITS WIDE RANGE OF PANEL THICKNESSES. 

• MODULAR CONSTRUCTION— EASY 
INSTALLATION. 

• LONG-LIFE SNAP-ACTING SWITCH WITH HIGH 
RATING: 21 AMPS @ 250 V AC, 1 HP @ 125 V 
AC, 2 HP @ 250 V AC. 



.187 AND .250 QUICK CONNECT TERMINALS 
AVAILABLE. 

RED / WHITE / BLUE / GREEN / YELLOW / 
AMBER LENSES AVAILABLE. 

CUSTOM MARKING AVAILABLE. 

LAMP— WEDGE BASE T 3 1 / 4 INCANDESCENT, 
WITH EITHER 6 V, 14 V or 28 V RATING. 
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C&K Components, Inc., a leading designer and manufacturer of electromechanical switches, 
has an ultramodern manufacturing facility in Clayton, N.C. This plant utilizes extensive 
automation to make the products that are described in this catalog. Whether your needs are 
for switchlocks, rotary, slide, rocker or pushbutton switches, you will find that C&K is The 
Primary Source Worldwide® for switches with consistent quality, delivery and performance. 
Special switches and added-value features are no problem. C&K is responsive to your 
special needs. We are able to produce unique designs quickly and at low cost. Consult our 
Clayton factory with your requirements today. 






C&K Newton Division Switch Products 

A complete line of toggle, rocker, lever handle, pushbutton, 
slide, rotary, thumbwheel, DIP, membrane, sealed, surface 
mount and solid state switches. 




C&K/Unimax Switch Products 

A complete line of snap-acting, metal-cased, lighted 
pushbutton switches and indicator lights. 



c/c 



® 



The Primary Source Worldwide?. 
C&K Components, Inc., 2035 Highway 70 East, Clayton, NC 27520-0687 

Tel: (919) 553-3131, Telex: 579385, TWX: 510-920-1683, Fax: (919) 553-4758 
SALES/CUSTOMER SERVICE DIRECT: 1-800-334-7729 (Outside NC) 

• — 1 

Corporate Headquarters 
Main Plant: 



C&K Components Inc. 
15 Riverdale Avenue 
Newton, MA 02158-1082 
Tel: (617) 964-6400 
Telex: 92-2544 
Fax: (61 7) 527-3062 



Printed in U.S.A. 



C&K/Unimax, Inc. 
Ives Road 
P.O. Box 152 

Wallingford, CT 06492-0152 
Tel: (203) 269-8701 
Telex: 963-485 
Fax: (203) 265-5398 



C&K Switches, Ltd. 
Cunliffe Drive 

Northfield Avenue, Kettering 
Northhamptonshire, NN16 8LF 
England 

Tel: 0536 521147 
Telex: 34672 
Fax: (5) 3681996 



C&K Components (HK) Ltd. 
1F, Sino Industriai Plaza 
9 Kai Cheung Road 
Kowloon Bay 
Kowloon, Hong Kong 
Tel: 3-7986393 

Telex: (023) 9102402758 CKHK UQ 
Fax: 3-7986127 



